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[Part | _ Sec . 2 


NOTIFICATIONS BY GOVERNMENT 


வேளாண்மைத் துறை 


உறுப்பினர் 


தென்னை விவசாயிகள் நல வாரியம் அமைத்தல் பற்றிய 

அறிவிக்கை . 


7 . திரு . ராசு என்கிற தி . கந்தசாமி , ... 

த / பெ . திருமலைசாமி , 
கணபதி தோட்டம் , சிக்கனபுரம் , 
தளவாய்ப்பட்டினம் , தாராபுரம் , 
திருப்பூர் மாவட்டம் . 
( செல் - 94425 74287 ) 


உறுப்பினர் 


திரு . அ . தமிழ்த் தென்றல் , 
த / பெ . திரு . அண்ணாமலை , 
ஜலகண்டாபுரம் , நங்கவல்லி , 
மேட்டூர் தாலுகா, 
சேலம் மாவட்டம் - 636 501 . 
( செல் - 94865 74778 ) 


[ அரசாணை (நிலை) எண் 197 , வேளாண்மை ( எவித் துறை, 
11 செப்டம்பர் 2010, ஆவணி 26 , திருவள்ளுவர் ஆண்டு- 2041 .) 

No . II( 2 )/ AG/589/ 2010 . - தென்னை விவசாயிகளின் 
நலனுக்காக , வாரியத் தலைவர் துணைத் தலைவர் , அலுவல் 
சார்ந்த மற்றும் அலுவல் சாரா உறுப்பினர்கள் கீழ்க்கண்டவாறு 
நியமனம் செய்து , தென்னை விவசாயிகள் நல வாரியம் 
அமைக்கப்படுகிறது : 
1 . திரு . ராஜ்குமார் மன்றாடியார் , 

தலைவர் 
“ பேலஸ் ” , 
பழையக் கோட்டை அஞ்சல் , 
திருப்பூர் மாவட்டம் - 638 108 . 
சென்னை முகவரி : 
திரு . ராஜ்குமார் மன்றாடியார் , 
" அணூர் , பழைய எண் 5 , புது எண் 11 , 
ஏ . பி . எம் . அவென்யு , 
சென்னை - 28 . 
( செல் - 98429 77733 ) 


உறுப்பினர் 


isit 


உறுப்பினர் 


9 . திரு . கே .பி . மகுடபதி கவுண்ட ர் 

( பகவதி இல்லம் ) 46 , தெற்கு வீதி , 
கல்வெட்டுப்பாளையம் , 
வெங்கம்பூர் (அஞ்சல் ) , ஊஞ்சலூர் வழி , 
ஈரோடு மாவட்டம் - 638 152 . 

( செல் - 94430 47248 ) 
10 . திரு . எம் . குமரேசன் , 

த / பெ . மருதமுத்து , அய்யன்கோட்டை , 
ஆத்தூர் தாலுகா , 
பட்டிவீரன்பட்டி ( வழி ) , 
திண்டுக்கல் மாவட்டம் . 
( செல் - 98652 82790 ) 
திரு . ஆர் . நாகராஜன் , 
த / பெ . ராஜாபாக்கியத்தேவர் , 
பரக்கலக்கோட்டை , 
தாமரங்கோட்டை வழி , 
பட்டுக்கோட்டை வட்டம் , 

தஞ்சாவூர் மாவட்டம் . 
12 . திரு . எஸ் . சன்னாசி , 

த / பெ . சுப்பிரமணியம் , 
பழைய எண் . 51/A , புது எண் . 98 , 
வேலு தெரு , சின்னமனூர், 
தேனி மாவட்டம் - 625 515 . 
( செல் - 98424 47352 ) 


11 . 


உறுப்பினர் 


உறுப்பினர் 


உறுப்பினர் 


2 . திரு . டி . ஏ . கிருஷ்ணசாமி கவுண்டர் , .... துணைத் தலைவர் 

த / பெ . ட்டி .எஸ் . ஆறுமுக கவுண்டர் , 
ட்டி . எஸ் . ஏ . நிலையம் , 
தாத்தூர் , ஆனைமலை ( வழி ) , 
பொள்ளாச்சி வட்டம் , 
கோயம்புத்தூர் மாவட்டம் . 
( செல் - 99423 42828 ) 

அரசு சாரா உறுப்பினர்கள் : 
3 . திரு . டி . கே . சுப்பிரமணியம் , 

உறுப்பினர் 
சட்டப் பேரவை முன்னாள் உறுப்பினர் , 
டி .பி . கே . பேலஸ் , காமராஜ் தெரு , 
டி . என் . பாளையம் , 
ஈரோடு மாவட்டம் - 638 506 . 
திரு . இரா . கலைச்செல்வன் , 

உறுப்பினர் 
த / பெ . பி . இராமலிங்கம் , 
தலைவர் , தென்னை விவசாயிகள் நல சங்கம் , 
காசாங்காடு , பட்டுக்கோட்டை , 
தஞ்சாவூர் மாவட்டம் - 614 613 . 
( செல் - 94431 40520 ) 
திரு . வி . கே . சின்ன சாமி , 

உறுப்பினர் 
முன்னாள் நாடாளுமன்ற மற்றும் 
சட்டமன்ற உறுப்பினர் , 
வெட்டையம்பாளையம் , 
எலத்தூர் செட்டிபாளையம் (அஞ்சல் ) , 
நம்பியூர் ( வழி ) , 
கோபிசெட்டிபாளையம் தாலுகா , 
ஈரோடு மாவட்டம் . 
( செல் - 94437 15145 ) 
திரு . கே . கந்தசாமி கவுண்டர் , .... உறுப்பினர் 
கே . வி . கே . இல்லம் , 
7 / 410 , பொள்ளாச்சி மெயின் ரோடு , 
சுல்தான்பேட்டை அஞ்சல் , 
சூலூர் வட்டம் , கோவை மாவட்டம் , 
( செல் - 99654 65017) . 


உறுப்பினர் 


IN 
TIMINT 
RITE 
: 


உறுப்பினர் 


13 . திரு . ஆர் . வெங்கடாசலம் , 

1 , பஜார் தெரு , பெத்தநாயக்கன் 
பாளையம் , ஆத்தூர் வட்டம் , 
சேலம் மாவட்டம் . 

போன் : 04282 - 221033 
14 . திரு . பி . என் . வேலுசாமி , 

ஒடக்கல்பாளையம் , வதம்பசேரி , 

சூலூர் , கோயம்புத்தூர் மாவட்டம் . 
15 . திரு . சா . இராஜசேகரன் , 

எஸ் . எப் . 321 , பெத்தாம்பாளையம் , 
கணபதிபாளையம் அஞ்சல் , 
திருப்பூர் மாவட்டம் - 641 605 . 
திரு . ஏ.சி . வில்வநாதன் , 
குட்டகந்தூர் கிராமம் , 
மிட்டலாம் அஞ்சல் , ஆம்பூர் வட்டம் , 
வேலூர் மாவட்டம் - 635 811 . 
செல் - 94430 01498 
( போன் : 04174 - 255775 ) 
( போன் : 04174 - 255225 ) 


உறுப்பினர் 
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17 . பேராசிரியர் ஹென்றி லூயிஸ் , 

உறுப்பினர் 
48/2 , ஞானமுத்து அகம் , ராமன்புதூர் , 
நாகர்கோவில் - 690 002 . 
கன்னியாகுமரி மாவட்டம் . 

( செல் - 98422 33602 ) 
அலுவல் சார்ந்த உறுப்பினர்கள் : 
18 . வேளாண் உற்பத்தி ஆணையர் மற்றும் முதன்மைச் 

செயலர் , வேளாண்மைத் துறை . 
19 . முதன்மைச் செயலாளர் , நிதித் துறை . 
20 . முதன்மைச் செயலாளர் , உணவு கூட்டுறவு மற்றும் 

நுகர்வோர் பாதுகாப்புத் துறை . 
21 . ஆணையர் , வேளாண்மைத் துறை . 
22 . ஆணையர் , வேளாண் வணிகம் மற்றும் விற்பனைத் துறை . 
23 . துணைவேந்தர் , 

தமிழ்நாடு வேளாண் பல்கலைக்கழகம் , கோவை . 
24 . பேராசிரியர் மற்றும் தலைவர் , 

தென்னை ஆராய்ச்சி நிலையம் , 

வேளாண் பல்கலைக்கழகம் , கோவை . 
25 . மண்டல இயக்குநர் , 

தென்னை வளர்ச்சி வாரியம் , சென்னை . 
26 . தனி அலுவலர் , 

தமிழ்நாடு கூட்டுறவு விற்பனை இணையம் , 

சென்னை . 
27 . இயக்குநர் , 

.... உறுப்பினர் - செயலர் 
தோட்டக்கலை மற்றும் 
மலைப்பயிர்கள் துறை . 
தென்னை விவசாயிகள் நல வாரியத்தின் அலுவல் சாரா 
உறுப்பினர்களின் பதவிக்காலம் இந்த பட்டியல் அரசிதழில் 
வெளியிடப்படும் நாளிலிருந்து இரண்டு வருடங்களாக 
நிர்ணயிக்கப்படுகிறது . 

வேளாண்மை ஆணையரின் கடித எண் பெதெ3/ 102462 /2010 , 
நாள் 28 - 8 - 2010 வேளாண்மை ஆணையர் , தென்னை 
விவசாயிகள் நல வாரியத்தின் செயல்பாடுகள் , வாரியத்தால் 
செயல்படுத்தப்படவுள்ள நலத் திட்டங்கள் , வாரியத்திற்கான நிதி 
ஆதாரம் குறித்த கருத்துருவினை அரசுக்கு அனுப்பியுள்ளார் . 

வேளாண்மை ஆணையரின் கருத்துருவினை அரசு 
கவனமுடன் பரிசீலித்து , தென்னை விவசாயிகள் நல வாரியத்தின் 
செயல்பாடுகள் , வாரியத்தால் செயல்படுத்தப்படவுள்ள நலத் 
திட்டங்கள் குறித்து கீழ்க்கண்டவாறு ஆணையிடுகிறது : 
வாரியத்தின் செயல்பாடுகள் : 
* கொப்பரைத் தேங்காய் மற்றும் உரித்த தேங்காய்களுக்கு 

தென்னை விவசாயிகளுக்கு கட்டுப்படியாகக் கூடிய 
வகையில் குறைந்தபட்ச ஆதரவு விலையினை மத்திய 
அரசிற்கு பரிந்துரை செய்தல் . 
தென்னை விவசாயிகள் நல வாரியம் தமிழகத்தில் 
தென்னை சாகுபடி செய்யப்படும் பரப்பினை 
அதிகரித்திடவும் தென்னை உற்பத்தியை பெருக்கிடும் 
நோக்கினில் நடவடிக்கைகள் மேற்கொள்ளுதல் . 
* தென்னை உற்பத்தியாளர்களின் வருவாயைப் பெருக்கும் 

வகையில் உரிய ஆலோசனைகள் வழங்குதல் . 
* தென்னை மேம்பாட்டிற்கான நிதியாதார உதவியை 

ஏற்படுத்திக் கொடுத்தல் . 
* தேங்காய் மற்றும் அதன் உப பொருட்கள் 

பதப்படுத்துதலுக்கு நவீன தொழில்நுட்பங்கள் 
பயன்படுத்துதலை ஊக்குவித்தல் . 


* தேங்காய் மற்றும் அதன் உப பொருட்களின் விற்பனையை 

மேம்படுத்த மதிப்பு கூட்டுதல் செய்வதற்கான 
உட்கட்டமைப்பு வசதிகளை ஏற்படுத்துதல் . 
* தேங்காய் மற்றும் அதன் உப பொருட்களின் இறக்குமதி 
மற்றும் ஏற்றுமதியை சீர்படுத்திட உரிய பரிந்துரைகள் 
வழங்குதல் . 
* தேங்காய் உற்பத்தியை உயர்த்திடவும் , அதன் தரத்தினை 

மேம்படுத்திடவும் உரிய திட்டங்களைப் பரிந்துரைத்தல் . 
தேங்காய் மற்றும் அதன் உப பொருட்கள் ஆகியவற்றின் 
உற்பத்தியை அதிகரிக்க உதவுதல் , ஊக்குவித்தல் , 
மேம்படுத்துதல் மற்றும் வங்கிக் கடன் வசதி , தொழில்நுட்ப 
உதவி , இயந்திரமயமாக்கல் மற்றும் பொருளாதார ஆராய்ச்சி 
மேற்கொள்ளுதல் . 
கணினி தொழில்நுட்பத்தினைப் பயன்படுத்தி 
இணையதளத்துடன் இணைந்த வர்த்தகம் ( Online 
trading ) மேற்கொள்ளவும் , கணினிவழிக் கல்வி மூலம் 
தென்னை சாகுபடி குறித்த தொழில்நுட்பங்களைப் 
பரவலாக்கவும் உதவுதல் . 
* சுய உதவிக் குழுக்கள் , தென்னை சாகுபடி செய்யும் 
விவசாயிகள் தொகுப்பு , நீர் உபயோகிப்பாளர் சங்கம் 
போன்றவற்றினை தென்னை சாகுபடி பரப்பினை 
அதிகரிக்கும் நோக்கில் மேம்படுத்துதல் . 
மாநில , மத்திய மற்றும் தேசிய அளவிலான நிறுவனங்களை 
ஒருங்கிணைத்து , அவற்றின் பங்கேற்போடு தென்னை 
உற்பத்தியை அதிகரித்தல் மற்றும் தேங்காய் மற்றும் அதன் 
உப பொருட்களின் விற்பனையை மேம்படுத்துதல் . 
தென்னையை பிரதானப் பயிராக , வரப்புப் பயிராக , 
கால்வாய்ப் பயிராக , நகர்ப்புறங்களில் வீட்டுத் தோட்டப் 
பயிராக சாகுபடி செய்யப்பட்ட பரப்பு குறித்து 
கணக்கெடுத்தல் . 
தென்னையில் புதிதாக தோன்றும் பூச்சி நோய்களைக் 
கண்டறிந்து கட்டுப்படுத்திட தமிழ்நாடு வேளாண் 
பல்கலைக் கழகத்தின் ஆலோசனையைப் பெறுதல் . 
* தென்னை சாகுபடி குறித்த தொழில்நுட்பங்கள் , தேங்காய் 

மற்றும் அதன் உப பொருட்களின் மதிப்பு கூட்டுதல் 
போன்றவற்றிற்கான பயிற்சியினை விவசாயிகளுக்கு 
அளித்தல் . 
தேங்காய் மற்றும் அதன் உப பொருட்களின் சாகுபடி 
தொழில்நுட்பம் மற்றும் பயன்பாடுகள் குறித்து விரிவான 

விளம்பரங்கள் செய்தல் , பருவ இதழ்கள் வெளியிடுதல் . 
வாரியத்தால் செயல்படுத்தப்படவுள்ள நலத் திட்டங்கள் : 
> தென்னை பயிர் காப்பீட்டுத் திட்டச் செயல்பாட்டினை 
விவசாயிகளிடையே பரவலாக்கி அவர்களின் நலன் 
காத்தல் . 
தென்னை சாகுபடிக்கான நீர் மற்றும் உரத்தினைத் 
தேவைக்கேற்பவும் , திறம்படவும் பயன்படுத்தும் வகையில் 
சொட்டுநீர் பாசனத் தொழில்நுட்பத்தைப் பரவலாக்குதல் . 
தென்னை மகசூலை பெரிதும் பாதிக்கும் கருந்தலைப் 
புழுவைக் கட்டுப்படுத்த ஒட்டுண்ணிகள் உற்பத்தி செய்து 
வழங்குதல் மற்றும் காண்டாமிருக வண்டு மற்றும் 
செம்பான் சிலந்தி போன்றவைகளைக் கட்டுப்படுத்த உரிய 
பயிர் பாதுகாப்பு முறைகளைப் பரவலாக்குதல் . 
தொழில்நுட்ப அலுவலர்கள் மூலம் நகர்ப்புறங்களில் 
தென்னை உற்பத்தியை அதிகரிக்க ஒருங்கிணைந்த உர 
நிர்வாகம் மற்றும் பூச்சி நிர்வாகத் தொழில்நுட்பத்தினை 
ஊக்கப்படுத்துதல் . 
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> தென்னைக்குத் தேவையான நுண்ணூட்டக் கலவை unconditionally and irrevocably the repayment of principal to 
உரங்களைப் பரிந்துரை செய்தல் . 

the aggregate value of Rs . 1 ,500 Crores ( Rupees one thousand 

and five hundred Crores only ) together with interest and other 
> தென்னை சாகுபடிக்குத் தேவைப்படும் கருவிகளைப் 

charges thereon on the bonds to be issued during 2010 - 2011 
பிரபலப்படுத்துதல் . 

by the Tamil Nadu Electricity Board , Chennai-600 002, till the 
தென்னையில் ஊடுபயிராக மஞ்சள் , பயறு வகைகள் , principal is redeemed fully from the date of issue of bonds . 
காய்கறிகள் , வெனிலா , கோக்கோ போன்றவற்றைப் 
பயிரிடுவதை ஊக்குவித்தல் , மேலும் தென்னை சாகுபடியை 

VIJAY PINGALE , 
ஒரு வேளாண் தொழிலாக தொடர்ந்து கருதுதல் . 

Deputy Secretary to Government. 
தென்னை உற்பத்தியாளர்களுக்கு ஏற்படக்கூடிய இயற்கை 
மற்றும் செயற்கை இடர்பாடுகளை ஆராய்ந்து அவற்றைக் 

HIGHER EDUCATION DEPARTMENT 
களைவதற்கு அவர்களுக்கு உதவி புரிதல் . 

Notifications under Charitable Endowments Act 
தென்னை சாகுபடி செய்யும் விவசாயிகள் , விவசாயப் 
பணிகள் மேற்கொள்ளும்போது ஏற்படும் எதிர்பாராத 

Vesting of Properties and Scheme for Administration 
விபத்து காரணமாக உறுப்புகள் செயல் இழப்பு மற்றும் 

relating to P . Subramaniam Charitable Endowment 
மரணம் நேர்ந்தால் அவர்களுடைய குடும்பத்திற்கு உரிய Fund tenable in the Presidency College ( Autonomous ) 
இழப்பீடு வழங்குவதற்கு உதவிபுரிதல் . 

Chennai under the Act. 
வாரியத்திற்கான நிதி ஆதாரம் : 

[G . O .Ms. No . 251, Higher Education (D2), 

13th August 2010 .] 
மேற்கூறிய வாரியச் செயல்பாடுகள் மாநில அரசின் 
நிதியுதவியுடன் மேற்கொள்ளப்படும் . மேலும் , இந்த நிதி 

No . II (2 )/HE/591/ 2010 . -- In the matter of the Charitable 
ஆதாரத்திற்கு கூடுதலாக மத்திய அரசின் தென்னை வளர்ச்சி Endowments Act , 1890 ( Central Act VI of 1890 ) and in the 
வாரியம் மூலமாகவோ அல்லது இதர மத்திய அரசு திட்டங்கள் matter of " P . Subramaniam Charitable Endowment fund " 
மூலமாகவோ நிதி ஆதாரம் பெறுவதற்கு தமிழ்நாடு தென்னை ( hereinafter referred to as "the said Endowment "), tenable in 
விவசாயிகள் நல வாரியம் நடவடிக்கைகள் மேற்கொள்ளும் . the Presidency College ( Autonomous ) , Chennai - 600 005 . 
வாரியத்திற்கான அடிப்படைத் தேவைகளைப் பூர்த்தி செய்யும் 

I. VESTING OF PROPERTIES 
வகையில் பணியாளர் மற்றும் அலுவலக தளவாட வசதிகளை 
ஏற்படுத்திடும் வகையிலும் , வாரிய உறுப்பினர்களுக்கான Whereas , an application has been made to the Government 
பயணப்படி , போக்குவரத்துச் செலவு மற்றும் இதர நிர்வாகச் of Tamil Nadu under clause (b ) of sub - section ( 1 ) of Section 
செலவுகள் மேற்கொள்ள , முதற்கட்டமாக ரூ . 1 கோடி ( ரூபாய் 6 of the Charitable Endowments Act , 1890 (Central Act Vl of 
ஒரு கோடி மட்டும் ) தென்னை விவசாயிகள் நல வாரியத்திற்கு 1890 ) by Dr . S . Sribala , New No . 31 , Old No . 16 , 
ஒதுக்கீடு செய்து ஆணை வெளியிடப்படுகிறது . இந்த நிதி Neelakantamehta Street , Thiyagaraya Nagar , Chennai 
ஒதுக்கீட்டிற்குரிய கணக்குத் தலைப்பு தனியே வெளியிடப்படும் . 600 017 , the donar of the said Endowment for vesting property , 

specified in the schedule below in the Treasurer of Charitable 
இந்த நிதி ஒதுக்கீட்டுக் கணக்கினைப் பொறுத்தவரை 

Endowments , Chennai, appointed under section 3 of the said 
தோட்டக்கலை மற்றும் மலைப்பயிர்கள் துறை இயக்குநர் அவர்கள் 
மதிப்பீடு , நேரமைப்பு மற்றும் கட்டுப்பாட்டு அதிகாரியாக 

Act for the State of Tamil Nadu , the Governor of Tamil Nadu , 

in exercise of the powers conferred by Section 4 of the said 
செயல்படுவார் . 

Act, hereby orders that the said property be vested in the 
தென்னை விவசாயிகள் நல வாரியத்தின் உறுப்பினர்களுக்கு Treasurer aforesaid , and be held by him and his successors 
போக்குவரத்துச் செலவு , பயணப்படி மற்றும் தகுதியுள்ள இதர in- office , subject to the provisions of the said Act and the 
படிகள் வழங்கும் பொருட்டு முதல் நிலைக் குழுவாகக் rules which , from time to time, may be or shall be made or 
கருதப்படும் . உறுப்பினர்கள் வாரிய நடவடிக்கைகளில் நேரடியாக deemed to have been made thereunder and subject to 
பங்கேற்கும் நாட்களுக்கு அமர்வுக் கட்டணமாக (Sitting Fee ) the conditions setforth in the Scheme settled under Section 5 
நாள் ஒன்றுக்கு ரூ . 1,000/ - வீதம் வழங்கப்படும் . 

of the said Act, for the administration of the said 

Endowment . ) 
பா . இராம மோகன ராவ் , 

THE SCHEDULE 
வேளாண்மை உற்பத்தி ஆணையர் 
மற்றும் அரசு முதன்மைச் செயலர் . 

THE PROPERTY 


FINANCE DEPARTMENT 


Rs . 2 ,00 , 000 / - (Rupees Two lakhs only ) 


II . SCHEME FOR ADMINISTRATION 


Unconditional and irrevocable guarantee of repayment of 

principal together with interest and other charges on 
the bonds to be issued during 2010 -2011 by the 

Tamil Nadu Electricity Board , Chennai - 600 002 . 
[G . O . Ms. No . 360, Finance (Loans & Advances Cell), 13th 
September 2010 , Aavani- 28 , Thiruvalluvar Aandu- 2041.] 


Whereas , an application has been made to the Government 
of Tamil Nadu under clause ( b ) of sub- section ( 1 ) of Section 
6 of the Charitable Endowments Act, 1890 (Central Act VI of 
1890 ) by Dr . S . Sribala , New No . 31 , Old No . 16 , 
Neelakantamehta Street , Thiyagaraya Nagar , Chennai 
600 017 , the donar of the said Endowment specified above 
for setting a Scheme for administration of the said Endowment , 
the Governor of Tamil Nadu , in exercise of the powers 


No . II( 2 )/ FIN /590/ 2010. - in exercise of the powers 
conferred under clause ( 1 ) of the Article 293 of the Constitution 
of India , the Governor of Tamil Nadu hereby guarantees 
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THE SCHEDULE 


THE PROPERTY 


conferred by sub - section (1 ) of Section 5 of the said Act, 
hereby settles the Scheme setforth in the Schedule below , for 
administration of the said Endowment and appoints the 
Principal, Presidency College ( Autonomous ), Chennai-600 005 
to administer the property . The Scheme shall come into 
operation from the date of publication of this Notification in 
the Tamil Nadu Government Gazette. 


Rs. 2, 00 , 000 /- (Rupees Two lakhs only ) 


II. SCHEME FOR ADMINISTRATION 


THE SCHEDULE 


( 1) The Fund shall be called " P . Subramaniam Charitable 
Endowment Fund" tenable in the Presidency College 
( Autonomous ), Chennai-600 005 . 


( 2 ) The Fund shall be administrated by the Principal , 
Presidency College (Autonomous ), Chennai-600 005 . 


Whereas, an application has been made to the Government 
of Tamil Nadu under clause (b ) of sub -section ( 1) of Section 
6 of the Charitable Endowments Act, 1890 (Central Act VI of 
1890 ) by Dr. S . Rohini, New No . 31, Old No . 16 , 
Neelakantamehta Street, Thiyagaraya Nagar , Chennai 
600 017 , the donar of the said Endowment specified above 
for setting a Scheme for administration of the said 
Endowments , the Governor of Tamil Nadu , in exercise of the 
powers conferred by sub -section (1 ) of Section 5 of the 
Charitable Endowments Act, 1890 (Central Act VI of 1890 ), 
hereby settles the Scheme setforth in the Schedule below , for 
the administration of the said Endowment and appoints the 
Principal, Presidency College ( Autonomous), Chennai-600 005 
to administer the property . The Scheme shall come into 
operation from the date of publication of this Notification in 
the Tamil Nadu Government Gazette . 


(3 ) From and out of the annual interest accruing on the 
fund , an endowment lecture shall be arranged by an eminent 
Mathematician at the Department of Mathematics , Presidency 
College ( Autonomous ), Chennai-600 005 . 


(4 ) The un - utilized amount of the interest shall be added 
to the Corpus of the Fund. 


(5 ) The decision of the administrator shall be final. 


THE SCHEDULE 


(6 ) The amount of the said Fund shall be invested and 
reinvested in Government Securities . 


Vesting of Properties and Scheme for administration 

relating to P . Subramaniam Charitable Endowment 
Fund tenable at Department of Economics Presidency 
College (Autonomous ) Chennai. 


[G . O . Ms. No . 252, Higher Education (D2), 

13th August 2010 .) 


( 1) The Fund shall be called " P . Subramaniam Charitable 
Endowment Fund" tenable at Department of Economics 
Presidency College (Autonomous ), Chennai-600 005 . 

(2 ) The Fund shall be administrated by the Principal, 
Presidency College (Autonomous), Chennai-600 005 . 

( 3) From and out of the annual interest accruing on the 
fund , - 

(a ) Annual Endowment Lecture shall be given by a 
renowned Economist; and 

(b ) a Gold Medal shall be given to the student who 
secures the first rank in M .A ., (Economics ) at Presidency 
College (Autonomous ), Chennai-600 005 , provided he/she 
clears all the papers in the first attempt. 

(4 ) The un -utilized amount of the interest shall be added 
to the Corpus of the Fund . 

(5 ) The decision of the administrator shall be final. 

(6 ) The amount of the said Fund shall be invested and 
reinvested in Government Securities . 


No. ||(2 )/HE /592/ 2010 . - In the matter of the Charitable 
Endowments Act, 1890 (Central Act VI of 1890 ) and in the 
matter of P . Subramaniam Charitable Endowment Fund " 
(hereinafter referred to as " the said Endowment"), tenable in 
the Presidency College (Autonomous ), Chennai-600 005 . 


I. VESTING OF PROPERTIES 


K . GANESAN . 
Principal Secretary to Government. 


HIGHWAYS AND MINOR PORTS DEPARTMENT 


Whereas , an application has been made to the Government 
of Tamil Nadu under clause (b ) of sub -section ( 1) of Section 
6 of the Charitable Endowments Act, 1890 (Central Act 
VI of 1890 ) by Dr. S . Rohini, New No. 31, Old No. 16 , 
Neelakantamehta Street, Thiyagaraya Nagar , Chennai 
600 017 , the donar of the said Endowment for vesting property, 
specified in the schedule below in the Treasurer of Charitable 
Endowments , Chennai, appointed under Section 3 of the said 
Act for the State of Tamil Nadu , the Governor of Tamil Nadu , 
in exercise of the powers conferred by Section 4 of the said 
Act, hereby orders that the said property be vested in the 
Treasurer aforesaid , and be held by him and his successors 
in - office , subject to the provisions of the said Act and the 
rules which , from time to time, may be or shall be made or 
deemed to have been made thereunder and subject to the 
conditions setforth in the Scheme settled under Section 5 of 
the said Act, for the administration of the said Endowment. 


Acquisition of Lands 


[G . O . Ms.No. 280 , Highways and Minor Ports 

(HW2) 9th September 2010 , 
ஆவணி 24 , திருவள்ளுவர் ஆண்டு 2041.) 
No. II ( 2 )/HWMP/593 / 2010 . — The Governor of Tamil Nadu 
having been satisfied that the lands specified in the schedule 
below have to be acquired for highways purpose , to wit for 
the formation of Kancheepuram Bye - Pass Road and it having 


724 


TAMIL NADU GOVERNMENT GAZETTE 


[Part 11 - Sec . 2 


already been decided that the entire amount of compensation 
to be awarded for the lands is to be paid out of the funds 
controlled and managed by the Chief Engineer (General), 
Highways Department and having considered the cause shown 
by the owners or other persons having interest in the said 
lands as the case may be do hereby publish the following 
notice under sub - section ( 1) of Section 15 of the Tamil Nadu 
Highways Act, 2001. (Tamil Nadu Act 34 of 2002 ). 

NOTICE 
Under sub -section (1 ) of Section 15 of the Tamil Nadu 
Highways Act 2001 ( Tamil Nadu Act 34 of 2002 ), the Governor 
of Tamil Nadu hereby acquires the lands specified in the 
Schedule below measuring an extent of 54180 Square metres 
to the same, a little more or less are needed for Highways 
purpose , to wit, for the formation of Kancheepuram By Pass . 

The Plan of the lands is kept in the office of Tahsildar , 
Kancheepuram and may be inspected at any time during 
office hours . 


on the north by S .No . 174 , east by S .No . 143 -2B , south by 
S .No . 143- 1A and west by S .No. 142 — 00290 Square metres. 

Ryotwari, dry , S .No. 143 -2 , now Sub -divided as S.No. 143 -2B , 
belonging to Patta No . 64 , Mani, bounded on the north by 
S .No. 174 , east by S .No. 145 , south by S .No. 143 - 2A and 
west by S .No . 143- 1B — 00170 Square metres. 

Ryotwari, dry , S .No. 145, now Sub -divided as S .No. 145 -2 , 
belonging to Patta No . 64, Mani, bounded on the north by 
S .No. 174 , east by S .No. 146 , south by S .No . 145 - 1 and west 
by S.No. 143 — 00170 Square metres . 

Ryotwari, dry, S .No . 146 - 1, now Sub -divided as S .No . 146 - 1B , 
belonging to Patta No. 64. Mani, bounded on the north by 
S .No. 174 , east by S .No . 146 -2B , south by S .No. 146 - 1A and 
west by S .No. 145 — 00490 Square metres . 

Ryotwari, dry , S .No. 146 -2 , now Sub -divided as S .No. 146 - 2B , 
belonging to Patta No. 975 , Balaji, bounded on the north by 
S .No . 174 , east by S .No. 164 , south by S .No. 146 - 2A and 
west by S .No. 146 - 1B — 00040 Square metres . 

Ryotwari , wet, S .No. 162 - 2 , now Sub - divided as 
S .No . 162- 2B , belonging to Patta No. 483.Sri Sankara Madam , 
Interested Person Joint Commissioner Land Reforms, 
Villupuram , bounded on the north by S .No . 168 , east by 
S .No . 169 , south by S .No. 162- 2A and west by S.No. 163 — 00180 
Square metres . 


SCHEDULE 
Kancheepuram District, Kancheepuram Taluk , 

21. Kizhambi Village . 


Ryotwari, wet, S .No. 137 - 2 Part , now Sub - divided as 
S .No. 137 - 2B , belonging to Patta No. 190 , Sundaramoorthy, 
bounded on the north by S .No . 175 - 1 , east by S .No . 138 , south 
by S .No. 137 -2A and west by S .No . 137 - 1400020 Square 
metres . 


Ryotwari, wet, S .No . 164 - 1, now Sub - divided as 
S .No. 164 - 1B , belonging to Patta No. 56 . Chithra , bounded 
on the north by S .No. 174 , east by S .Nos. 164 - 1C and 166 , 
south by S .No. 164 - 1A and west by S .No. 164 - 14 – 00800 
Square metres . 


Ryotwari, wet, S .No. 138 - 1, now Sub -divided as S .No. 138 -2 , 
belonging to Patta No . 190 , Sundaramoorthy, bounded on the 
north by S .No. 175 , east by S .No. 139 , south by S .No . 138 - 1 
and west by S .No. 137 — 00050 Square metres. 


Ryotwari, wet, S .No. 165 , now Sub -divided as S .No . 165 -2 , 
belonging to Patta No. 281, Krishnaveni, bounded on the 
north by S .No. 166 , east by S .Nos . 135 and 167 , south by 
S .Nos . 165 -3 , 168 and west by S .No. 164 – 01723 Square metres . 


Ryotwari, dry , S.No. 139 -1, now Sub -divided as S.No. 139 - 1B , 
belonging to Patta No . 591. Vardhan , Chinnathambi and 
Moorthy , bounded on the north by S .No . 175 , east by 
S . No . 141, south by S .No. 139- 1A and west by S .No. 138 — 00140 
Square metres . 


Ryotwari, dry , S .No . 166 - 1 , now Sub -divided as 
S .No. 166 -1B , belonging to Patta No . 794 , Subramanian , 
bounded on the north and east by S .No. 166 - 1A , south and 
west by S .No . 166 - 2B — 00007 Square metres. 


Ryotwari , dry, S. No . 141 - 1, now Sub -divided as S. No . 141- 1B , 
belonging to Patta No. 324 , Srinivasan , bounded on the north 
by S .No . 175 , east by S .No. 141 - 3B , south by S .No. 141- 1A 
and west by S .No. 139 — 00650 Square metres. 


Ryotwari, wet, S .No. 167 , now Sub -divided as S .No . 167 - 2 , 
belonging to Patta No. 57 . Kanniammal, bounded on the 
north and east by S .No. 167 - 1 , south by S .No . 168 and west 
by S .No. 165 — 00567 Square metres . 


Ryotwari, dry , S .No. 141-3 , now Sub -divided as S .No. 141- 3B , 
belonging to Patta No. 324 , Srinivasan , bounded on the north 
by S .No . 175 , east by S .No. 142, south by S .No . 141-3A and 
west by S .No. 141- 1B — 00040 Square metres . 


Ryotwari, wet, S .No . 168 - 1A , now Sub - divided as 
S .No . 168 - 1A2, belonging to Patta No. 593 . Rajasekar 
Gurukkal and Parameswaran , bounded on the north by 
S .No. 167 , east by S .No. 168 - 1A1, south by S .No. 168- 2B and 
west by S .No. 168 - 1B2 — 00466 Square metres . 


Ryotwari , dry , S .No . 142 - 1A , now Sub - divided as 
S .No. 142 - 1A2, belonging to Patta No. 324 , Srinivasan , 
bounded on the north by S .No . 174 , east by S .No . 142 - 1B2, 
south by S .No. 142- 1A1 and west by S .No. 141400120 Square 
metres. 


Ryotwari , dry , S .No . 142 - 1B , now Sub - divided as 
S .No . 142 - 1B2 , belonging to Patta No. 191, Amutha , bounded 
on the north by S .No . 174 , east by S .No. 143, south by 
S .No. 142- 1B1 and westby S .No. 142- 1A2 — 00140 Square metres . 

Rvotwari. dry . S .No. 143 - 1 . now Sub -divided as 
S .No. 143 - 1B , belonging to Patta No . 191 , Amutha , bounded 


Ryotwari , wet, S .No. 168 - 1B , now Sub - divided as 
S .No. 168 - 1B2, belonging to Patta No . 1007 , Sripriya , bounded 
on the north by S .Nos . 165 and 167 , east by S .No. 168- 1A2 , 
south by S .Nos. 168 -2B and 168 - 2A and west by 
S .No. 168 - 1B1400655 Square metres . 

Ryotwari , wet, S .No. 168 - 2 , now Sub - divided as 
siS .No . 168 -2B , belonging to Patta No. 400 , Ranganathan , 
bounded on the north by S .Nos. 168 - 1A2 and 168- 1B2, east 
by S .No. 168 - 2C , south by S .Nos. 162 , 169 and 170 and west 
by S .No. 168-2A - 00624 Square metres. 
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the north by S .No. 253 - 2B2, east by S .No. 255 , south by 
S .Nos. 253-2B4 and 254 and west by S .No . 253- 2A2 
01970 Square metres . 


Ryotwari, wet, S .No . 254 Part, now Sub -divided as 
S .No. 254 - 1 , belonging to Patta No . 107, Kannan Naicker , 
bounded on the north by S .No . 253, east by S .No . 255 , 
south by S .No. 413 and west by S .No. 254- 2 – 00339 Square 
metres. 


Ryotwari, wet, S .No. 255 - 2 Part, now Sub - divided as 
S .No . 255 - 2B , belonging to Patta No. 107, Kannan Naicker, 
bounded on the north by S .No . 255 - 1B , east by S .No. 255 -2A , 
south by S .No. 413 and west by S .No. 254 — 00125 Square metres . 


Ryotwari, wet, S .No . 258 Part, now Sub -divided as 
S .No. 258 - 2 , belonging to Patta No . 107 , Kannan Naicker , 
bounded on the north and east by S .No . 258 - 1, south and west 
by S .No. 255 — 00019 Square metres . 


Ryotwari , wet, S .No. 314 - 1A Part, now Sub -divided as 
S . No . 314 - 1A2 , belonging to Patta No. 382 , Mani, bounded 
on the north by S .No . 382 , east by S .No . 314 - 1B2, south by 
S .No. 314 -1A1 and west by S .No. 315 — 00544 Square metres . 


Ryotwari , wet, S .No. 169 , now Sub-divided as S .No. 169-2 , 
belonging to Patta No. 620 . Venkatesan , Minor Siva , Murthy, 
Ashokan and Chandrammal, bounded on the north by S .No . 
168 , east by S .No. 170 , south by S .No. 169- 1 and west by 
S .Nos . 162 and 168401300 Square metres. 

Ryotwari, wet, S .No . 170 Part, now Sub -divided as 
S .No. 170- 2 , belonging to Patta No . 620. Venkatesan , 
Minor Siva , Murthy, Ashokan and Chandrammal, bounded on 
the north by S .Nos. 168 and 169, east by S .No. 170 - 3 , south 
by S .Nos. 251 and 252 and west by S .Nos. 169 and 170 - 1 — 
03000 Square metres . 

Ryotwari, wet, S .No. 178 - 2 Part, now Sub - divided as 
S .No. 178 - 2B , belonging to Patta No. 818 . Jayavel , bounded 
on the north by S.No. 178 - 2A , east by S .No. 179, south by 
S .No. 175 and west by S .No. 178 - 1B — 00150 Square metres . 

Ryotwari, wet, S .No. 179 - 1 Part , now Sub - divided as 
S .No. 179 - 1B , belonging to Patta No. 818 . Jayavel, bounded 
on the north by S .No. 179- 1A , east by S .No. 180 , south by 
S .No. 175 and west by S .No. 178 — 00800 Square metres . 

Ryotwari, wet, S .No. 180 - 1 Part , now Sub - divided as 
S .No. 180 - 1B , belonging to Patta No . 818 . Jayavel, bounded 
on the north by S .No. 180 - 1A , east by S .No. 183 , south by 
S .No. 175 and west by S .No . 179 — 00070 Square metres. 

Ryotwari, wet, S .No. 183 - 1 Part, now Sub -divided as 
S .No. 183- 1B , belonging to Patta No. 1069. Gurunathan , 
bounded on the north by S .No. 183-1A , east by S .No. 183- 2B , 
south by S .No . 174 and west by S .No . 189 — 00060 Square 
metres. 

Ryotwari, wet, S .No . 183- 2 Part , now Sub -divided as 
S .No. 183 -2B , belonging to Patta No. 412 , Veda Vedanathan 
Trust, bounded on the north by S .No. 183-2A , east by 
S .No. 183-3B , south by S .No . 174 and west by S .No. 183 - 1B — 
00770 Square metres. 

Ryotwari, wet, S .No. 183 - 3 Part , now Sub -divided as 
S .No. 183 - 3B , belonging to Patta No. 1070 , N .Aravindhan , 
son of Narasimman , bounded on the north by S .No. 183-3A , 
east by S .No. 183-4B , south by S .No . 174 and west by 
S .No. 183- 2B — 00460 Square metres . 

Ryotwari, wet, S .No. 183-4 Part , now Sub -divided as S .No. 
183-4B , belonging to Patta No . 412 . Veda Vedanathan Trust, 
bounded on the north by S .No. 190 , east by S .No. 173, south 
by S .No. 174 and west by S .No. 183 - 3B - 00100 Square 
metres . 


Ryotwari , wet, S .No. 314 - 1B Part, now Sub -divided as 
S .No . 314 - 1B2 , belonging to Patta No. 304 , Pitcha Muthu , 
bounded on the north by S .No. 383, east by S .No. 314 - 2B , 
south by S .Nos. 316 and 317 and west by S .Nos. 314 - 1A2 
and 314 - 1B3 — 01012 Square metres. 


Ryotwari, wet, S .No. 314 - 2 Part, now Sub -divided as 
S .No. 314 - 2B , belonging to Patta No . 356 ,Marimuthu, bounded 
on the north by S .No . 314 -2A , east by S .Nos. 314 -2A and 
314 - 3B south by S .No . 317 and west by S .No. 314 - 1B2 — 
00538 Square metres . 

Ryotwari, wet, S .No. 314 - 3 Part , now Sub - divided as 
S .No. 314 - 3B , belonging to Patta No. 356 ,Marimuthu, bounded 
on the north and east by S .No. 314 - 3A , south by S .No. 317 
and west by S .No. 314 -2B — 00045 Square metres . 


Ryotwari, wet, S .No. 315 - 3C Part, now Sub - divided as 
S .No. 315 -3C2, belonging to Patta No. 381, Muthuperumal, 
bounded on the north by S .No . 382 , east by S .No. 314 , south 
and west by S .No. 315 - 3C1 — 00047 Square metres. 


Ryotwari, wet, S .No. 316 - 3 Part, now Sub -divided as 
S .No. 316 - 3B , belonging to Patta No. 382, Mani, bounded on 
the north by S.No. 314 , east by S.No. 317 , south and west by 
S .No. 316 - 3A 00065 Square metres . 


Ryotwari , wet, S .No. 317 - 1A Part , now Sub -divided as 
S .No . 317 - 1A2, belonging to Patta No . 382, Mani, bounded 
on the north by S .No. 314 , east by S .No. 317 - 1B2, south by 
S .No. 317 - 1A1 and west by S .No. 316 — 00297 Square metres. 


Ryotwari, wet, S .No . 253 -24 Part, now Sub -divided as 
S .No. 253- 2A2 , belonging to Patta No. 620 , Venkatesan , 
Minor Siva , Murthy, Ashokan and Chandrammal, bounded on 
the north by S .No. 251, east by S .Nos . 253-2B1 and 
253-2B3, south by S .No . 253-2A1 and west by S .Nos . 252 
and 253 -241 – 01598 Square metres . 

Ryotwari , wet, S .No. 253- 2B Part, now Sub - divided as 
S .No . 253 - 2B1, belonging to Patta No. 620 , Venkatesan , 
Minor Siva , Murthy, Ashokan and Chandrammal, bounded on 
the north by S .No . 251, east by S .No. 253 - 2B2, south and west 
by S .No. 253- 2A2 — 00086 Square metres . 

Ryotwari, wet, S .No . 253- 2B Part, now Sub - divided as 
S .No . 253- 2B3, belonging to Patta No. 620 , Venkatesan , 
Minor Siva ,Murthy, Ashokan and Chandrammal, bounded on 


Ryotwari, wet, S .No. 317 - 1B Part, now Sub -divided as 
S .No . 317 -1B2, belonging to Patta No. 207 , Selvam , bounded 
on the north by S .No. 314 , east by S.Nos . 317 - 1B1 and 317 -4B , 
south by S .No . 322 and west by S .Nos . 317 - 1A2 and 317 - 1B3 — 
01570 Square metres 


Ryotwari, wet, S .No. 317 -4 Part, now Sub -divided as 
S .No. 317 -4B , belonging to Patta No . 351,Manickam , bounded 
on the north and east by S .No . 317 -4A , south by S .No. 322 
and west by S .No. 317 - 1B2 _ 00087 Square metres. 
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Ryotwari , wet , S. No . 321 - 1 Part, now Sub -divided as 
S .No. 321- 1B , belonging to Patta No. 207 . Selvam , bounded 
on the north by S .No. 322, east by S .No . 321- 2B , south and 
west by S .No . 321- 1A 00137 Square metres. 


Ryotwari, wet, S .No. 382 -5 Part, now Sub -divided as 
S .No. 382 -5B , belonging to Patta No. 778 , Mena and Rajendri , 
bounded on the north by S .No . 382 -5A , east by S .No . 383, 
south by S .No. 314 and west by S .No. 382-1B — 00329 Square 
metres . 


Ryotwari, wet, S .No. 321 - 2 Part , now Sub -divided as 
S .No . 321- 2B , belonging to Patta No . 501, 
Sri Chidambareswara Swami Koil and Sri Ruthrakotti Eswara 
Swami Koil, bounded on the north by S .No. 322 , east by 
S .Nos . 321- 2C and 321-3B2 , south by S .No . 321-3A2 and 
west by S .No . 321-2A - 01129 Square metres. 


Ryotwari, wet, S .No . 383- 1 Part, now Sub -divided as 
S .No . 383 - 1B , belonging to Patta No . 778 . Mena and Rajendri, 
bounded on the north and east by S .No. 383 - 1A , south by 
S .No. 314 and west by S .No. 382 — 00098 Square metres . 


Ryotwari, wet, S .No. 321- 3A Part, now Sub -divided as 
S .No. 321 -3A2, belonging to Patta No. 207, Selvam , bounded 
on the north by S . No . 321 - 2B , east by S .No. 321- 3B2, south 
by S .No . 625 and west by S .No . 321 -3A1 — 00138 Square 
metres. 


Ryotwari, wet, S. No . 388 - 3A Part, now Sub - divided as 
S .No. 388 - 3A2, belonging to Patta No. 169, Muthu , bounded 
on the north by S .No. 391 east by S .No. 388 - 3B1B , south 
and west by S .No . 388 -3A1 — 00205 Square metres . 


Ryotwari, wet, S .No . 321-3B Part, now Sub -divided as 
S .No. 321 -3B2, belonging to Patta No. 225 , Annammal and 
Elangovan , bounded on the north and east by S .No. 321- 3B1, 
south by S .No. 625 and west by S. No . 321- 3A2 
00168 Square metres . 


Ryotwari, wet, S .No . 388 - 3B1 Part, now Sub -divided as 
S .No. 388 - 3B1B , belonging to Patta No . 804 , Varadhappa 
Naicker, bounded on the north by S .No . 391, east by 
S .No . 388 - 3B2B , south by S .Nos . 388 - 3B1C and 382 
and west by S .Nos. 388 -3A2 and 388 - 3B1C — 01353 Square 
metres. 


Ryotwari, wet, S .No. 322- 1A Part, now Sub - divided as 
S .No . 322- 1A2 , belonging to Patta No. 341, Maniammal, 
bounded on the north by S .No. 317 , east by S .No. 322 - 1A3, 
south by S .No. 322 - 1B2 and west by S .No . 322 - 1A1 — 
00595 Square metres . 


Ryotwari, wet, S .No. 388 -3B2 Part, now Sub -divided as 
S .No. 388 - 3B2B , belonging to Patta No. 805 , Subramani, 
bounded on the north and east by S.No. 388 -3B2A , south by 
S .No. 382 and west by S .No. 388 - 3B1B - 00745 Square metres . 


Ryotwari, wet, S .No . 322- 1B Part, now Sub - divided as 
S .No. 322- 1B2 , belonging to Patta No. 64 , Mani, bounded on 
the north by S .No. 322- 1A2, east by S .No. 322 - 3B , south by 
S .No . 322- 1C2 and west by S .No. 322 - 1B1400431 Square 
metres . 


Ryotwari, wet, S .No . 390 -6 Part, now Sub - divided as 
S .No. 390 -6B , belonging to Patta No. 115 , Krishnamurthy , 
bounded on the north by S .No. 403 , east by S .No. 391 , 
south by S .No. 388 and west by S .No . 390 -6A 
00700 Square metres . 


Ryotwari , wet, S .No. 322 - 10 Part, now Sub - divided as 
S .No. 322 - 1C2, belonging to Patta No. 207 , Selvam , bounded 
on the north by S .No . 322 - 1B2 , east by S .No . 322 - 3B , south 
by S .No. 322- 1D2 and west by S .No. 322 - 1C1400163 Square 
metres . 


Ryotwari, wet, S .No. 391-1A Part, now Sub -divided as 
S .No . 391- 1A2, belonging to Patta No. 676 , Palani, bounded 
on the north by S .No. 402 , east by S .Nos. 391 - 1A1 and 
391-1B2, south by S .No . 388 and west by S .No. 390 — 
00894 Square metres . 


Ryotwari, wet, S .No. 322- 1D Part, now Sub -divided as 
S .No. 322 - 1D2, belonging to Patta No. 207 , Selvam , bounded 
on the north by S .No. 322 - 1C2, east by S .No. 322 - 3B , south 
by S .No. 321 and west by S .No. 322 - 1D1400055 Square 
metres . 


Ryotwari, wet, S .No. 391- 1B Part, now Sub -divided as 
S .No. 391 - 1B2, belonging to Patta No. 676 , Palani, bounded 
on the north and east by S .No. 391- 1B1,south by S .No . 388 
and west by S .No . 391 -1A2 — 00413 Square metres . 


Ryotwari, wet, S .No . 322 - 3 Part, now Sub -divided as 
S .No . 322 - 3B , belonging to Patta No . 501, Sri 
Chidambareswara Swami Koil and Sri Ruthrakotti Eswara 
Swami Koil, bounded on the north by S .No . 322 - 3A , east by 
S .No. 322 - 4B , south by S .No. 321 and west by S .Nos . 322 - 
1A2, 322 - 1B2, 322 - 1C2 and 322 - 1D2 — 00464 Square metres. 


the north and west, bosquare met 


Ryotwari, wet, S .No . 402- 2 Part, now Sub -divided as 
S .No. 402 - 2B , belonging to Patta No. 301, Jayalakshmi and 
Mohanavalli, bounded on the north and east by S .No. 420 - 2A , 
south by S .No. 391 and west by S .No. 403 — 00156 Square metres . 


Ryotwari, wet, S .No. 322 -4 Part, now Sub -divided as 
S .No. 322 - 4B , belonging to Patta No. 207 , Selvam , bounded 
on the north and east by S .No. 322 -4A , south by S .No. 321 
and west by S .No . 322 - 3B — 00188 Square metres . 


Ryotwari , wet, S .No . 403- 3 Part, now Sub -divided as 
S .No. 403- 3B , belonging to Patta No. 483, Sri Sankaracharya 
Madam , bounded on the north by S .No. 408 , east by 
S .No. 403-4B, south and west by S .No. 403 -3A 00819 Square metres . 


Ryotwari, wet, S .No. 382 - 1 Part, now Sub -divided as 
S .No. 382 -1B , belonging to Patta No. 567 , Munusamy, 
bounded on the north by S .No. 388, east by S .No. 382- 5B , 
south by S . No. 315 and west by S .No . 382 - 1A 
01331 Square metres . 


Ryotwari, wet, S .No. 403 -4 Part , now Sub - divided as 
S .No . 403-4B , belonging to Patta No . 115 , Krishnamurthy , 
bounded on the north by S .Nos . 408 and 403 -4A east by 
S .No . 402 , south by S .No. 390 and west by S .Nos. 403 - 3B 
and 403 - 4C — 01507 Square metres . 
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Ryotwari, wet, S. No. 408 - 1 Part, now Sub -divided as 
S .No. 408 - 1B , belonging to Patta No. 684, Latha , bounded on 
the north by S. No . 409 , east by S .No . 408 - 1A , south by 
S .No. 408 -2B and west by S .No. 409 — 00465 Square metres. 


Ryotwari, wet, S .No. 640 -2A1 Part, now Sub -divided as 
S .No. 640 -2A1B , belonging to Patta No. 171 , Shanmugam , 
bounded on the north by S.Nos . 637 and 640 -2A1A east by 
S .No. 640 - 2A1A , south by S .No. 640 - 2B1B , and west by 
S .Nos . 640 - 1B and 640 - 2A1C — 01790 Square metres . 


Ryotwari, wet, S .No. 408 - 2 Part , now Sub -divided as 
S .No. 408 -2B , belonging to Patta No. 77 , Kannan , bounded 
on the north by S .No. 408 - 1B , east by S .No . 408 - 3B , south 
and west by S .No. 408 -2A - 00763 Square metres 


Ryotwari, wet, S .No. 640 - 2A2 Part, now Sub - divided as 
S .No. 640 - 2A2B , belonging to Patta No. 589 , Subramani, 
Poonkavanam and Selvam , bounded on the north and east 
by S .No. 640 -2A2A , south by S .No . 640 -2B2B and west by 
by S . 
S .No. 640 - 2A1B — 00060 Square metres. 


Ryotwari , wet, S .No . 408 - 3 Part, now Sub -divided as 
S .No. 408- 3B , belonging to Patta No. 41, Elumalai Pillai 

Pillai 
bounded on the north by S .No. 408 -1B, east by S .No. 408 -3A , 
south by S .No. 403 and west by S .No. 408 - 2B — 00939 Square 
metres . 


Ryotwari, wet, S .No. 640- 2B1 Part , now Sub - divided as 
S .No. 640 -2B1B , belonging to Patta No. 207 , Selvam , bounded 
on the north by S .No. 640 -2A1B , east by S .No. 640 - 2B2B , 
south by S .No. 640 - 1B1A and west by S .No. 640 - 2B1A 
00657 Square metres. 


Ryotwari, wet, S .No. 409- 1 Part, now Sub -divided as 
S .No. 409- 1B , belonging to Patta No. 488 , Latha and 
Vijayalakshmi, bounded on the north by S .No. 413 , east by 
S .No. 414 , south and west by S .No. 409- 1A - 01684 Square 
metres. 


Ryotwari, wet, S .No . 640 - 2B2 Part, now Sub - divided as 
S .No. 640 -2B2B , belonging to Patta No . 588 , Subramani 
and Poonkavanam , bounded on the north and east by 
S .No. 640 - 2B2A , south by S . No . 643 and west by 
S .Nos. 640 - 2B1B and 640 - 2B2C _ 01790 Square metres . 


Ryotwari, wet, S .No . 409- 2 Part, now Sub -divided as 
S .No. 409- 2B , belonging to Patta No. 488 , Latha and 
Vijayalakshmi, bounded on the north by S .No . 414 , east by 
S .No. 409-2C , south by S .No. 408 and west by S .No . 409 
24 — 01910 Square metres. 


Ryotwari, wet, S .No. 413 - 1 Part , now Sub -divided as 
S .No. 413 - 2 , belonging to Patta No. 107 , Kannan Naicker , 
bounded on the north by S .Nos. 254 and 255 , east by 
S .No. 413 - 3, south by S .No. 409 and west by S .No. 413 - 14 
01056 Square metres . 


Ryotwari, wet, S .No. 641- 3A Part, now Sub -divided as 
S .No. 641 -3A2 , belonging to Patta No. 588 , Subramani and 
Poonkavanam , bounded on the north and east by 
S .No . 641- 3A1, south by S .No . 643 and west by S .No . 640 — 
00259 Square metres . 


Ryotwari, wet, S .No . 414 - 1 Part, now Sub -divided as 
S .No. 414 -2 , belonging to Patta No. 684, Latha , bounded on 
the north and east by S .No. 414 - 1, south and west by 
S .No. 409 — 00817 Square metres. 


Ryotwari, wet, S.No. 643 - 2A2 Part, now Sub- divided as 
S .No. 643-2A2B , belonging to Patta No . 332 , Ayiammal, 
Shanmugam , Boopalan , Saroja and Dhanakotti, bounded 
on the north by S .No. 640 , east by S .No. 643 - 2E1B , 
south by S .No. 643-2A2A and west by S .No . 640 - 2A2A 
00304 Square metres . 


Ryotwari, wet, S .No. 633 - 1 Part, now Sub - divided as 
S .No. 633- 1B , belonging to Patta No. 58 , Kasi, bounded on 
the north by S .No. 625 , east by S .Nos. 633 - 16 and 633 - 2B , 
south by S .No. 637 and west by S .No . 633 - 1A - 003308 
Square metres. 


Ryotwari, wet, S .No. 643-2E1 Part, now Sub -divided as 
S .No. 643 - 2E1B , belonging to Patta No . 332 , Ayiammal , 
Shanmugam , Boopalan , Saroja and Dhanakotti, bounded on 
the north by S . No. 641, east by S .Nos. 643- 2E1C 
and 643-2E2B , south by S . No . 646 and west by 
S .Nos. 643- 2A2B and 643-2E1A — 02044 Square metres. 


Ryotwari, wet, S.No. 633 -2 Part, now Sub -divided as 
S .No. 633 -2B , belonging to Patta No. 62, Ellammal, bounded 
on the north and east by S .No . 633- 2A , south by S .No . 637 
and west by S .No. 633- 1B — 00627 Square metres . 


Ryotwari, wet, S .No. 643 - 2E2 Part, now Sub -divided as 
S .No. 643 -2E2B , belonging to Patta No . 588, Subramani 
and Poonkavanam , bounded on the north and east by 
S .No . 643-2E2A , south by S . No . 646 and west by 
S .No. 643-2E1B — 00283 Square metres. 


Ryotwari, wet, S .No. 639 Part, now Sub - divided as 
S .No. 639 - 2 , belonging to Patta No. 207 , Selvam , bounded 
on the north by S .No. 637 , east by S .No. 640 , south and west 
by S .No. 639 - 1 - 00061 Square metres. 


Total — 54180 Square metres . 


Ryotwari, wet, S .No. 640 - 1 Part, now Sub -divided as 
S .No. 640 - 1B , belonging to Patta No. 207 , Selvam , bounded 
on the north by S .No . 637 , east by S .No. 640 - 2A1B , south by 
S .No. 640- 1A and west by S .No. 639 — 00951 Square metres. 


G . SANTHANAM , 
Secretary to Government. 
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HOME DEPARTMENT 


Financial Establishments which had defaulted the return of 
deposits made by the depositors after maturity ; 


Secretariat, 29th September 2010 


NOTIFICATIONS UNDER TAMIL NADU PROTECTION OF 

INTERESTS OF DEPOSITORS (IN FINANCIAL 
ESTABLISHMENTS ) ACT. 


And, Whereas , the Government are satisfied that the said 
Financial Establishments are not likely to return the deposits 
to the depositors and hence the Government have to protect 
the interests of such depositors ; 


Ad -interim order attaching of Immovable Properties due 

to default in return of Deposits by the Mettur Cauvery 
Finance , Annai Cauvery Finance and Sri Cauvery 
Finance , Mettur Taluk , Salem District under the Act. 


No . ||(2 )/H0 /594 / 2010 

[ Tamil Nadu Protection of Interests of Depositors 
( In Financial Establishments ) Act, 1997 ( Tamil Nadu Act 44 
of 1997 ) – Mettur Cauvery Finance, Annai Cauvery Finance 
and Sri Cauvery Finance , Mettur Taluk , Salem District - 
Default in return of Deposits by the Financial Establishments 
- Ad - Interim order attaching of the Immovable properties of 
some of the Partners of the said Financial Establishments 
under Section 3 of the said Act – Orders – Issued . ] 
The following Government Order is Published . 

[G . O . Ms. No. 713 , Home (Police XIX ), 11th August 2010 ] 
READ : 


And , Whereas , the Immovable properties specified in the 
Schedule to this order are alleged to have been procured by 
the partners of the said Financial Establishments in their 
names and in the names of their family members from and 
out of the deposits collected from the depositors ; 

Now , Therefore , in exercise of the powers conferred by 
Section 3 of the Tamil Nadu Protection of Interests of 
Depositors ( in Financial Establishments ) Act, 1997 (Tamil 
Nadu Act 44 of 1997 ), the Governor of Tamil Nadu hereby 
makes an ad -interim order attaching the immovable properties 
of some of the partners of the Mettur Cauvery Finance , Annai 
Cauvery Finance and Sri Cauvery Finance , Mettur Taluk , 
Salem District procured in their names and in the names of 
their family members as specified in the Schedule to this 
order and transfers the control over the said properties to the 
Competent Authority , namely , the Competent Authority and 
District Revenue Officer, Salem District appointed under the 
said Act, for the purpose . 

2 . The Competent Authority is requested to pursue further 
action in accordance with the procedure laid down in 
sub - sections ( 3 ) and (4 ) of Section 4 of the said Act and also 
the formalities prescribed in the Tamil Nadu Protection of 
Interests of Depositors ( in Financial Establishments) Rules , 1997. 


From the Inspector General of Police , Economic Offences 
Wing - II , Chennai, Letter No. 1913 / 2010 /C1, dated 
8th June 2010 


Order : 

No. 713, Home ( Police XIX ), 11th August 2010. 
Whereas , complaints have been received from a number 
of depositors that Mettur Cauvery Finance, Annai Cauvery 
Finance and Sri Cauvery Finance, Mettur Taluk, Salem District, 


3. The Special Public Prosecutor, Special Court for the 
Tamil Nadu Protection of Interests of Depositors ( in Financial 
Establishments ) Act, 1997 is requested to render necessary 
assistance to the Competent Authority in filing the application 
before the said Special Court. 


THE SCHEDULE 


Sl. No . 


DETAILS OF IMMOVABLE PROPERTIES 
Name and address of the owner of Particulars of the properties 

the property 


Extent of 
properties 

(4 ) 


( 1) 


(2 ) 


(3 ) 


I ( 1) 1. R . Gopal, son of Rangasamy Gounder, 

Singiripatty , Kolathur ( via ), Mettur Taluk, Salem 
District. 


2 . R . Sivakumar, son of Rangasamy 
Kanavaikadu , Karungalur, Kolathur ( via ), Mettur 
Taluk , Salem District. 


Agriculture Land 
S .No. 166 -8 B -0 . 56 . 5 Hectare 
S .No. 166 - 9 -0 . 54 .0 Hectare 
S .No. 167- 2 B2 -0 .46 .5 Hectare 
S .No. 167 - 3 B - 0 .53.5 Hectare 
S .No . 166 - 10 -0 .09.0 Hectare 
S .No. 167 -1A3-0 .07 .5 Hectare 
S .No. 234 - 1A -0 .72.0 Hectare 


2 .99.0 Hectares 


(7 . 39 Hectares ) 
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Sl. No . 


Name and address of the Owner of 

the property 


Particulars of the properties 


Extent of 
properties 


( 2) 


(3 ) 


( 4 ) 


3 . R . Rangasamy, son of Rangasamy Gounder , 

Kanavaikadu , Karungalur, Kolathur (via ),Mettur 
Taluk , Salem District. 


4 . D . Patchiyappan , son of Duraisamy Gounder, 

Eragollappatty, Alagagoundanur,Mecheri Post, 
Mettur Taluk , Salem District. 


(1) Doc . No . 1269 - 2004 
(2 ) Doc. No. 1270 -2004 
(3) Doc. No. 1800 -2004 
(4) Doc. No. 1934 - 2004 
(5 ) Doc. No. 1935 -2004 
(6 ) Doc . No. 2315 -2004 
(7) Doc . No. 851-2007 
(8 ) Doc . No . 1476 -2007 


5 . A . Gurunathan , son of Arunachalam (Partner), 

Ellakuttaiyur, Kanakkampatty Post, Nangavalli , 
Mettur Taluk , Salem District. 


Pottaneri Village, Mechery , 
Mettur Taluk , Salem District, 
Tamil Nadu . 


(2 ) 


1. R . Rangasamy, son of Rangasamy Gounder , 

Kanavaikadu , Karungalur, Kolathur (via ), Mettur 
Taluk , Salem District. 


1.64.5 Hectares 


2 . Prabha , wife of Sathesh Chellakumar (Daughter 

in -law of accused /Partner R .Gopal) Singiripatty , 
Kolathur ( via ), Mettur Taluk , Salem District , 
Tamil Nadu . 


Agriculture Land 
S . No . 233- 1B1A - 1.64.5 Hectares 

(1) Doc. No. 1248 -2007 
(2) Doc. No . 2846 -2008 
( 3 ) Doc . No . 2071- 2009 
( 4 ) Doc . No. 2072- 2009 
(5 ) Doc . No. 2073 - 2009 


(4 .06 acres ) 


Pottaneri Village , Mechery , Mettur 
Taluk , Salem District, Tamil Nadu . 


II.( 1) 


R . Sivakumar, son ofRangasamy, Kanavaikadu, 
Karungalur, Kolathur ( via ), Mettur Taluk , Salem 
District. 


Agriculture Land 

S .No . 987 - 3 
Doc . No. - Nil 
Karungalur Village , Kolathur, 
Mettur Taluk , Salem District, 
Tamil Nadu . 


2 .72 .0 Hectares 
(6 .72 acres ) 


(2 ) 


R . Rangasamy, son of Rangasamy Gounder , 
Kanavaikadu , Karungalur, Kolathur ( via ), Mettur 
Taluk , Salem District. 


Agriculture Land with Terraced building -I, 
Tiled House- 1 
S .No . 957 - 2 — 3. 12 .5 Hectares 3 . 38 .0 hectares 
S .No. 957 -6 — 0 .25 .5 Hectare (8 . 35 acres ) 
Doc . No. - Nil 
Karungalur Village, 
Kolathur Post, Mettur Taluk , 
Salem District, Tamil Nadu . 
Agriculture Land 
S .No. 374 - 2B — 0 .05 .0 Hectare 0 .09. 0 hectares 
S .No. 374 - 3B — 0 . 04 .0 Hectare (0 .22 acres ) 


III . 


1. R . Gopal, son of Rangasamy Gounder 

Singiripatty , Kolathur ( via ), Mettur Taluk, Salem 
District. 


( 1) Doc . No. 715 - 2001 
( 2 ) Doc . No. 714 - 2009 
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Sl. No . 


Particulars of the Properties 


Name and address of the Owner of 

the property 


Extent of 
properties 


( 2) 


( 3 ) 


( 4 ) 


2 . R . Sivakumar, son of Rangasamy, Kanavaikadu , 

Karungalur , Kolathur ( via ), Mettur Taluk , 
Salem District. 


Kannamuchi Village , Kolathur, 
Mettur Taluk , Salem District, 
Tamil Nadu . 


IV 


1. R . Sivakumar, son of Rangasamy, Kanavaikadu , 

Karungalur (Via ), Kolathur , Mettur Taluk , 
Salem District 


Terraced Building 
Old T .S . No. 33 

281 Sq. feet 
New T . S . No . 22 -6 
Ward – A , Block -59 
Doc. No . 513 - 2000 
Near Labour Quarters, Mettur Municipality , 
Mettur Town , Salem District, Tamil Nadu. 


2 . P . Duraisamy, son of Palaniappa Gounder , 

Earikadu , Singiripatty , Kolathur ( Via ) , 
Mettur Taluk , Salem District. 


V . 


Terraced Building 


R . Chandra , wife of Rangasamy, Kanavaikadu , 
Karungalur, Kolathur (Via ), Mettur Taluk , 
Salem District. 


294 Sq. feet 


Ward No. A -Block 61 
Town S .No. 19 -7 

(1) Doc . No. 905 - 1998 
(2 ) Doc. No. 649- 2000 
( 3 ) Doc . No. 650 - 2000 
(4 ) Doc. No. 1316 -2008 

(5 ) Doc . No. 20 - 2009 
Mettur Town, Mettur Taluk , 
Salem District, Tamil Nadu . 


VI. 


Agriculture Land 


1. D . Nallammal, wife of Duraisamy, Earikadu , 

Singiripatty , Kolathur (Via ), Mettur Taluk , 
Salem District 


8 .43 .5 Hectares 
( 20 .83 acres ) 


2 . B . Iniyamuthan (Minor), son of Baskar, and 

Kavipriya (Minor), daughter ofBaskar, Guardian , 
Jothimani, wife of Baskar, Earikadu, Singiripatty , 
Kolathur (Via ), Mettur Taluk , Salem District. 


S .No. 219 -2 — 0. 39.0 Hectare 
S.No. 219- 1 — 4 .49.0 Hectares 
S .No. 224 -4 — 0 . 19 .0 Hectare 
S .No. 223 - 2 — 3. 35 .0 Hectares 
S .No . 224 - 10 — 0.01.5 Hectare 
Doc . No. 947 - 2008 


Earikadu, Singiripatty Village, 
Kolathur , Mettur Taluk , 
Salem District, Tamil Nadu . 


Agriculture Land 


P . Duraisamy, son of Palaniappa Gounder 
Earikadu , Singiripatty , Kolathur ( Via ), 
Mettur Taluk , Salem District. 


S .No. 218 -2 — 0 .03.0 Hectare 
S .No. 218 -3 — 1.71.5 Hectares 
Doc . No. – Nil - 


1.74.5 Hectares 
( 4 .31 acres ) 


Earikadu, Singiripatty Village, 
Kolathur, Mettur Taluk , 
Salem District, Tamil Nadu . 
Terraced Building 
S .No. 450 - 10 - 1162 Squre feet 
Doc . No. 947 - 2008 


( 3) 


1162 Sq. feet 


1. B . Iniyamuthan (Minor), son of Baskar, Earikadu , 

Singiripatty , Kolathur, ( via ) Mettur Taluk , 

Salem District. 
2 . B . Kavipriya (Minor ), daughter of Baskar 

Earikadu , Singiripatty , Kolathur ( Via ) 
Mettur Taluk , Salem District. 


Kolathur Town , Mettur Taluk , 
Salem District , Tamil Nadu . 
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Sl. No . 


Particulars of the Properties 


Name and address of the Owner of 

the property 


Extent of 
properties 


(1) 


(2 ) 


( 3 ) 


VII 
(1) 


G . Sathesh Chellakumar, son of Gopal 
Singiripatty , Kolathur ( Via ) Mettur Taluk , 
Salem District . 


( 4 ) 
Agriculture land with Terraced Building -1 
Asbestos Sheet House - 1 . 
S .No. 201-2 — 0 .05.5 Hectare 6 .29 .5 Hectares 
S.No . 203 — 10 -0 .04 .0 Hectares (15.56 acres) 
S .No. 208 - 2 — 0 .08 .5 Hectare 
S .No. 208 - 3 — 0 .01. 0 Hectare 
S .No . 206 — 0 . 17 .0 Hectare 
S .No. 207 -2 — 0 . 12 .0 Hectare 
S .No. 208 - 1 — 4 . 29 .0 Hectares 
S .No. 215 -4 — 1.52.5 Hectares 
Doc . No. 915 - 2006 
Singiripatty Village Earikadu , 
Kolathur , Mettur Taluk , 
Salem District, Tamil Nadu 
Terraced Building 
S .No. 411 -6 — 0 .00 .74 .0 Sq . meter. 0 .00 . 74 .0 Sq Meter 
Doc . No. - Nil 

(796 .5 Sq. feet) 
Thanda Main Road , Kolathur, 
Mettur Taluk , Salem District , 
Tamil Nadu . 
Agriculture Land 
S .No . 374 -24 — 0 . 09 .0 Hectare 0 . 17 .0 Hectare 
S .No. 374 -3A — 0 .08 . 0 Hectare (0 .42 acres ) 

( 1) Doc. No. 715 — 2001 
(2 ) Doc . No. 402 – 2003 

( 3) Doc . No. 898 – 2006 
Kannamuchi Village , Kolathur , 
Mettur Taluk , Salem District, Tamil Nadu . 


R . Gopal, son of Rangasamy Gounder , 
Singiripatty , Kolathur (via ), Mettur Taluk , 
Salem District 


VIII 


R . Gopal, son of Rangasamy Gounder 
Singiripatty, Kolathur (via ), Mettur Taluk , 
Salem District. 


K . GNANADESIKAN , 
Principal Secretary to Government. 


3 . Order of the Special Judge under the TNPID Act, 

Coimbatore , dated 31st July 2009 in O .A . No. 55 - 2008 . 


READ ALSO : 


4 . From the Competent Authority and District Revenue 

Officer, Coimbatore Letter No. 22837 /2002/J1, dated 
26th August 2008 and 6th December 2008 . 


Secretariet, 29th September 2010 
Rescission of Ad -interim Order of attachment of the 

properties by Thiruvalargal Sri Hari Maruthi Finance 
and its Sister Concerns, Coimbatore District 

under the Act. 
No. II (2 )/HO /595 /2010 . 

[Tamil Nadu Protection of Interests of Depositors in 
Financial Establishments ) Act, 1997 (Tamil Nadu Act 44 of 
1997) – Tvl. Sri Hari Maruthi Finance and its Sister Concerns, 
Udumalpet, Coimbatore - Ad - interim order of attachment of 
the properities of the said Financial Establishment under 
Section 3 of the said Act – Ordered – Raising the Ad -interim 
order of attachment – Orders - issued .] 
The following Government Order is Published : 
[G .O . Ms. No . 714, Home (Police XIX ), 11th August 2010] 
READ : 

1. G . O . Ms. No . 314, Home, dated 11th April 2002 . 
2 . Order of the Special Judge under TNPID Act, 

Chennai- 104 , in C . C . No . 23 - 2001, dated 
7th August 2007 . 


5 . From the Inspector General of Police , Economic 

Offences Wing - II , Chennai letter No . C2 /13585 / 2008 , 
dated 12th November 2008 and 23rd July 2009 . 


ORDER : _ No . 714 . Home (Police XIX ), 11th August 2010 . 


In the Government Order first read above , Government 
have issued orders for the ad - interim attachment of cash and 
other properities belonging to Tvl. Sri Hari Maruthi Finance , 
P . V . Koil Street, 5F , Gurunathanilayam , Udumalpet and its 
Sister Concerns, viz , Hari Maruthi Finance and Hari Maruthi 
Agencies , Villamarathupatty , Chinnapappanoothu , Udumalpet 
and Hari Maruthi Textiles , Poolankinaru , Pollachi Main Road, 
Udumalpet, Coimbatore District. 
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2 . In the order second read above, the Special Court 
under the Tamil Nadu Protection of Interests of Depositors 
( in Financial Establishments ) Act, 1997 , Chennai- 104 has 
acquitted the accused therein on the basis of the compounding 
of the offence. In the order third read above , the ad- interim 
attachment made in the Government Order first read above 
was raised as unnecessary . 


Tamil Nadu Police have been awarded the Tamil Nadu 
Chief Minister s Police Medal for Gallantry /Outstanding 
Devotion to Duty on the occasion of Dr. Anna s Birthday , 
15th September 2010 by the Governor of Tamil Nadu and 
the recipients are eligible to draw the medal allowancel 
lumpsum grant at the rates noted against each : 
Tamil Nadu Chief Minister s Police Medal for Gallantry : 


Sl.No. 


Name of the Officer. 


Lumpsum 
Grant. 

( 3 ) 


( 1) 


(2) 


Rs. 300 / 
per month . 


K . Manikavasagam , 
Deputy Superintendent 
of Police, 
Vigilance and Anti-Corruption , 
Nagapattinam District. 


3 . The Competent Authority and District Revenue Officer, 
Coimbatore in his letter fourth read above , has requested to 
pass necessary orders based on the above said Court Order . 
The Inspector General of Police , Economic Offences Wing - 11 , 
Chennai has also recommended for the above said proposal . 

4 . In Compliance of the said Orders of the Special Court 
in C . C . No. 23 - 2001, dated 7th August 2007 and 
0 . A . No. 55 /2008 , dated 31st July 2009 and in exercise of the 
powers conferred by section 3 of the Tamil Nadu Protection 
of Interests of Depositors (in Financial Establishments ) 
Act, 1997 ( Tamil Nadu Act 44 of 1997 ), the Governor of Tamil 
Nadu hereby rescinds the Home Department Notification 
No. II( 2 )/HO /393/ 2002, dated the 11th April 2002 , Published 
at pages 273 and 274 of Part 11- Section 2 of the Tamil Nadu 
Government Gazette , dated the 1st May 2002 . 
(By Order of the Governor) 

K . GNANADESIKAN , 
Principal Secretary to Government. 


S . Ravichandran , 
Head Constable 369 , 
Shanarpatti Police Station , 
Dindigul District. 


Rs. 300/ 
per month 


Award of the Tamil Nadu Chief Minister s Medal for 

Excellence in Finger print Science on the occasion of 
the birthday of Dr. Anna on 15th September 2010 . 


[G . O . Ms. No. 812 , Home (S .C .), 15th September 2010 .) 

No . II (2 )/HO /596 /2010 . — The following members of the 
Tamil Nadu Finger Print Bureau have been awarded the 
Tamil Nadu Chief Minister s Medal for Excellence in Finger 
Print Science on the occasion of the birthday of Dr. Anna 
on 15th September 2010 by the Governor of Tamil Nadu 
and the recipients are eligible to draw the lumpsum grant 
at the rates noted against each : 
Sl.No . Name of the Officer. 

Lumpsum 

Grant. 
(1) 

( 3 ) 
Thiru . S . Krishnamurthy, 

Rs. 5 , 000 / 
Deputy Spuerintendent of Police (Rupees 
( Finger Print), 

Five 
Tamil Nadu Finger Print Bureau , Thousand 
Cuddalore District. 

only ) 


(2 ) 


Tamil Nadu Chief Minister s Police Medal for 

Outstanding Devotion to Duty . 
Serial Name and Designation . 

Lumpsum 
No. 

Grant. 
( 1) ( 2) 

( 3 ) 
Thiru . R . Balasubramanian , No lumpsum grant 
Additional Superintendent 
of Police , 
Perambalur District. 
Thiru . D . Jayavelu , 

No lumpsum grant 
Deputy Commandant, 
Tamil Nadu Special 
Police III Battalion , 
Veerapuram . 
Thiru . V . Rajendran , Rs. 5000 /- (Rupees 
Deputy Superintendent 

Five thousand only ) 
of Police , 
Special Branch CID , 
Head Quarters , Chennai. 
Thiru. A . Chockalingam , Rs . 5000 /- (Rupees 
Assistant Commissioner Five thousand only ) 
of Police, 
Intelligence Section , 
Tirunelveli City . 
Thiru . S . Balasubramanian , Rs . 5000 /- (Rupees 
Deputy Superintendent Five thousand only ) 
of Police , 
Peraiyur Sub - Division , 
Madurai. 
Thiru . M . Jagabar Sali , Rs. 5000/ - (Rupees 
Assistant Commissioner Five thousand only ) 
of Police , 
Nungambakkam Range , 
Chennai Police . 


(0) 


Thiru . B . Lakshmanan , 
Deputy Superintendent Police , 
(Finger Print), 
Tamil Nadu Finger Print Bureau, 
Chennai. 


Rs. 5 , 000 / 
(Rupees 
Five 
Thousand 
only ) 


Award of the Tamil Nadu Chief Minister s Police Medal for 

Gallantry Outstanding Devotion to Duty on the 

15th September 2010 . 
[G .O . Ms. No. 813, Home (S . C .), 15th September 2010.) 

No . I|(2 )/HO /597 /2010 . — The following members of the 
State Police Service and Subordinate Service of the 
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No. 
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18 


Thiru . V . Sukumaran , 

Rs. 5000/ 
Deputy Superintendent of Police , (Rupees Five 
Security Branch CID , Chennai. thousand only ) 


Thiru . S . Sivaji Arulselvam , 
Inspector of Police , 
Crime Branch CID , 
Organised Crime Unit - II , 
Chennai. 


Rs. 3000 / 

(Rupees 
Three 
thousand only ) 


Thirumathi N . Usha Rani, 
Deputy Superintendent 
of Police , 
Tamil Nadu Police Academy, 
Chennai. 


Rs. 5000 / 

(Rupees Five 
thousand only ) 


19 


Thiru . N . Ramasamy, 
Inspector of Police , 
Palani Taluk Police Station , 
Dindigul District. 


Rs. 3000 / 

(Rupees 
Three 
thousand only) 


Thirumathi S . Kamala bai, 
Deputy Superintendent 
of Police , 
Rameswaram Sub -Division , 
Ramanathapuram District. 


Rs. 5000 / 

(Rupees Five 
thousand only ) 


Thiru . M . Kummaraja , 
Inspector of Police , 
Velayuthampalayam 
Police Station , 
Karur District. 


Rs. 30001 

(Rupees 
Three 
thousand only ) 


10 


Thirumathi. I. T . Uma Maheswari , Rs. 5000 / 
Deputy Superintendent 

(Rupees Five 
of Police , 

thousand only ) 
Police Traning College, 
Chennai. 


Thiru . S . Muthukumar , 
Inspector of Police , 
Karaikudi South Police Station , 
Sivagangai District. 


Rs. 3000 / 

(Rupees 
Three 
thousand only) 


11 


Thiru . G . Gnanasivakumar , 
Deputy Superintendent 
of Police , 
Karur Rural Sub -Division , 
Karur District 


Rs. 5000 / 

(Rupees Five 
thousand only ) 


Thiru . N . B . Vijayakumar , 
Inspector of Police , 
Security Branch CID , 
Chennai. 


Rs. 3000 / 

(Rupees 
Three 
thousand only ) 


"தத்தற்புதர்பதற்தர்தர்தர்தந்தபதற்றர் 


Thiru . K . Manoharan , 

Rs. 5000 / 
Deputy Superintendent of Police, (Rupees Five 
Kulithalai Sub -division , 

thousand only ) 
Karur District. 


Thiru . M . Ramachandran , 
Inspector of Police , 
Vadipatti Police Station , 
Madurai District. 


Rs. 3000 / 

(Rupees 
Three 
thousand only ) 


13 


Thiru . M . Manivannan , 
Assistant Commissioner 
of Police , 
Crime Record Bureau , 
Salem City . 


Rs. 5000 / 

(Rupees Five 
thousand only) 


Thiru . M . Thandeeswaran , Rs. 3000 / 
Inspector of Police (Cat- II), (Rupees 
Karaikudi Traffic Police Station , Three 
Sivagangai District. 

thousand only ) 
Thiru . A . S . Bharathi, 

Rs. 3000 / 
Inspector of Police (Cat- II ), (Rupees 
Armed Reserved , 

Three 
Madurai City . 

thousand only ) 


14 


Thiru . P . Pandian , 
Deputy Superintendent 
of Police (Cat. II), 
Security Branch CID , 
Chennai. 


Rs. 5000 / 

(Rupees Five 
thousand only ) 


Thiru . D . Durai, 
Inspector of Police (Cat-III ), 
Tamil Nadu Special Police 
III Battalion , 
Veerapuram . 


Rs. 3000 / 

(Rupees 
Three 
thousand only ) 


15 


Thiru . S . Yellapparaj, 
Assistant Commandant, 
Tamil Nadu Special Police 
V Battalion , Madurai. 


Rs. 5000 / 

(Rupees Five 
thousand only ) 


27 


Thiri 


Thiru . S . Saravanan , 
Inspector of Police , V & AC , 
Kancheepuram . 


Rs. 3000 / 

(Rupees 
Three 
thousand only ) 


Thiru . C . Cruz Michael, 
Assistant Commandant , 
Tamil Nadu Special Police 
VII Battalion , 
Pochampalli . 


Rs. 5000 / 

(Rupees Five 
thousand only ) 


28 


Thiru . S . Karunakaran , 
Inspector of Police , V & AC , 
Coimbatore . 


Rs. 3000/ 

(Rupees 
Three 
thousand only ) 


17 


29 


Thiru . M . Rajendran , 
Inspector of Police , 
P6 , Kodungaiur Police Station , 
Chennai Police . 


Rs. 3000 / 

(Rupees 
Three 
thousand only) 


Thiru . V. Ponnammbalam , 
Inspector of Police , 
V & AC , 
Ramanathapuram . 


Rs. 3000 / 

(Rupees 
Three 
thousand only) 
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45 


Thiru . M . Ravikumar, 
Sub - Inspector of Police , 
Central Crime Branch , 
Chennai Suburban Police . 


Rs. 3000 / 

(Rupees Three 
thousand only ) 


Thiru . M . Kumarakuruparan , Rs. 3000 / 
Inspector of Police , V & AC , (Rupees Three 
CCI, Chennai, 

thousand only ) 
Thiru . L . Raju , 

Rs. 3000 / 
Inspector of Police , 

(Rupees Three 
V & AC , Tirunelveli . 

thousand only ) 
Thiru . G .V . Kirushnaa Raajan , Rs . 3000 / 
Inspector of Police , 

(Rupees Three 
V & AC , Dharmapuri. 

thousand only ) 


46 


Rs. 3000 / 

(Rupees Three 
thousand only ) 


Thiru . S . Mohanraj, 
Sub -Inspector of Police , 
Central Crime Branch , 
Chennai Suburban Police . 
Thiru . K . M . Muniasamy, 
Sub -Inspector of Police , 
District Special Branch , 
Thanjavur District . 


Rs. 3000 / 

(Rupees Three 
thousand only ) 


Thiru . V . Sathish , 
Inspector of Police , 
V & AC , Krihnagiri. 


Rs. 3000 / 

(Rupees Three 

thousand only ) 
Rs . 3000 / 

(Rupees Three 
thousand only) 


48 


Thiru . S . Sankar, 
Inspector of Police , 
Special Investigation Cell , 
V & AC , Chennai. 


Thiru . P . Venugopal , 
Sub -Inspector of Police , 
(Cat-II), Armed Reserve , 
Coimbatore District. 


Rs. 3000 / 

(Rupees Three 
thousand only ) 


49 


35. 


Thiru . M . Vetrichezhian , 
Inspector of Police , 
Special Investigation Cell , 
V & AC , Chennai. 


Rs. 3000 / 

(Rupees Three 
thousand only ) 


Thiru M . Rajamohan , 
Sub -Inspector of Police , 
(Cat-II), Armed Reserve , 
Madurai District. 


Rs. 3000 / 

(Rupees Three 
thousand only ) 


50 


36 


51 


Thiru . R . Anbarasan , 
Inspector of Police , 
V & AC , Pudukottai. 
Thiru . A . Manimaran , 
Inspector of Police , 
V & AC , Madurai. 
Thiru K . V . Kalaiselvan , 
Inspector of Police , 
V & AC , Kancheepuram . 
Thiru . V . Baskaran , 
Inspector of Police , V & AC , 
Special Investigation Cell, 
Chennai. 


Rs. 3000 / 

(Rupees Three 
thousand only ) 
Rs . 3000/ 

(Rupees Three 

thousand only ) 
Rs. 3000 / 

(Rupees Three 

thousand only) 
Rs. 3000/ 

(Rupees Three 
thousand only ) 


Thiru . D . Yobu , 

Rs. 3000 / 
Sub -Inspector of Police , (Rupees Three 
(Cat- III), Tamil Nadu Special thousand only ) 
Police | Battalion , Tricy . 
Thiru . K . Rangasamy, 

Rs. 3000 / 
Sub - Inspector of Police , (Rupees Three 
(Cat- III ), Tamil Nadu Special thousand only ) 
Police || Battalion , Avadi. 
Thiru. M . Muthupandian , Rs. 3000 / 
Special Sub -Inspector 

(Rupees Three 
of Police , 

thousand only ) 
Egmore Railway 
Police Station , Chennai. 


52 


39 


53 


Thiru . K . Mohan , 
Special Sub -Inspector 
of Police , C1, Thideernagar 
Police Station , 
Madurai City . 


Rs. 3000/ 

(Rupees Three 
thousand only ) 


- 54 


Thiru V . Paramakrishnan , 
Special Sub -Inspector 
of Police, C4 , Thilagarthidal 
Police Station , 
Madurai City . 


Rs. 3000 / 

(Rupees Three 
thousand only ) 


42 


Thiru . T. Venkatesan , 

Rs. 3000 / 
Inspector of Police , 

(Rupees Three 
V & AC , Kancheepuram . 

thousand only ) 
Thiru . J. Raju , 

Rs. 3000 / 
Inspector of Police , 

(Rupees Three 
V & AC , Thoothukudi. 

thousand only ) 
Thirumathi. A . Baby, 

Rs. 3000 / 
Sub - Inspector of Police , 

(Rupees Three 
Prohibition Enforcement Wing thousand only ) 
Dindigul District. 
Thiru P . Arulmani, 

Rs. 3000/ 
Sub -Inspector of Police , 

(Rupees Three 
Central Crime Branch , 

thousand only ) 
Chennai Suburban Police . 
Thiru . J. Manimaran . 

Rs. 3000 / 
Sub -Inspector of Police , 

(Rupees Three 
Gandhi Market Police Station , thousand only ) 
Trichy City. 


55 


43 


Thiru R . Chandran , 
Special Sub -Inspector 
of Police , Rajathani Police 
Station , Theni District . 


Rs. 3000 / 

(Rupees Three 
thousand only ) 


56 


44 


Thiru . M . Sivaperuman , 
Special Sub -Inspector 
of Police , Kulasekarapattinam 
Police Station , 
Thoothukudi District. 


Rs. 3000 / 

(Rupees Three 
thousand only ) 
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69 


Thiru . M . Mani, 
Special Sub -Inspector 
of Police , 
Bargur Police Station , 
Erode District. 


Rs. 3000 / 

(Rupees Three 
thousand only) 


Thiru . N . Prakasam , 

Rs. 2000/ 
Head Constable 2011 , 

(Rupees Two 
Prohibition Enforcement Wing, thousand only ) 
Pattukottai, 
Thanjavur District 
OD at Core Cell Security 
Branch CID , Chennai. 


Thiru . S . Palanisamy, 
Special Sub - Inspector 
of Police , 
Thingalur Police Station , 
Erode District. 


Rs. 3000/ 

(Rupees Three 
thousand only ) 


70 


Thiru . K . Palaniyandi, 
Head Constable 506 , 
Thanjavur West 
Police Station , 
Thanjavur District. 


Rs. 2000 / 

(Rupees Two 
thousand only ) 


Thiru . P . Pandian , 
Special Sub - Inspector 
of Police , 
Armed Reserve , 
Dindigul District. 


Rs. 3000 / 

(Rupees Three 
thousand only ) 


71 


Rs. 2000 / 

(Rupees Two 
thousand only ) 


60 


Thiru . R . Janarthanan , 
Head Constable 10027 , 
Special Branch CID , 
Headquarters , Chennai. 


Rs. 2000 / 

(Rupees Two 
thousand only ) 


72 


Thiru S . Subramanian , 
Head Constable 603, 
Special Investigation Team , 
Crime Branch CID , 
Tirunelveli Unit. 
Thiru K . Ravi , 
Head Constable 1116 , 
Ooty Town West 
Police Station , 
The Nilgiris District. 
Thiru . G . Sekar, 
Head Constable 154, 
Egmore Railway 
Police Station , Chennai. 


Rs. 2000 / 

(Rupees Two 
thousand only ) 


Thiru . P . Devaraja Kumaresan , Rs. 2000/ 
Head Constable 1621 , 

(Rupees Two 
Central Crime Branch , 

thousand only ) 
Chennai Suburban Police . 


73 


Rs. 2000 / 

(Rupees Two 
thousand only ) 


Thiru . C . P . Vincent, 
Head Constable 1631, 
Central Crime Branch , 
Chennai suburban Police . 


Rs. 2000 / 

(Rupees Two 
thousand only ) 


74 


63 


Rs. 2000 / 

(Rupees Two 
thousand only ) 


Thiru . S , Peter, 
Head Constable 1669, 
Central Crime Branch , 
Chennai Suburban Police . 


Thiru . M . Kolappan , 
Head Constable 1746 , 
Special Investigation Team , 
Crime Branch CID , 
Tirunelveli Unit . 


Rs. 2000 / 

(Rupees Two 
thousand only ) 


75 


Thiru , K . Subramaniyan , 
Head Constable 173, 
Stores , DGP s Office , 
Chennai- 4 . 


Rs. 2000 / 

(Rupees Two 
thousand only ) 


Thiru . P . Dharmaraj, 
Head Constable 131, 
Sepcial Task Force , 
Erode District. 


Rs. 2000 / 

(Rupees Two 
thousand only ) 


65 . 


Thiru S . Sivaji, 
Head Constable 12837 , 
Police Training College , 
Chennai. 


Rs. 2000 / 

(Rupees Two 
thousand only) 


Thiru . P . Chelladurai, 
Head Constable 909 , 
Erode Town Police Station , 
Erode District. 


Rs. 2000 / 

(Rupees Two 
thousand only ) 


Thiru . P . T. Thangavelu , Rs. 2000 / 
Head Constable 23100 , (Rupees Two 
Police Training College, thousand only ) 
Chennai. 
Thiru . S . Karuppasamy Rs. 2000 / 
Pandian , 

(Rupees Two 
Head Constable 1221, 

thousand only ) 
Armed Reserve , 
Tirunelveli City . 
Thiru . P . Srirangan , 

Rs. 2000 / 
Head Constable 664 , 

(Rupees Two 
Bhavani Circle Police Station , thousand only ) 
Erode District. 


67 


78 


Thiru . M . Paranthaman , Rs. 2000 / 
Head Constable 10908 , 

(Rupees Two 
Core Cell Security Branch CID , thousand only ) 
Chennai. 
Thiru . T. Selvakumar, 

Rs. 2000 / 
Head Constable 312, 

(Rupees Two 
Mandarakuppam Police Station , thousand only ) 
Cuddalore District. 


68 


79 


Thiru . K . V . Palanivel, 
Head Constable 454 , 
Erode North Police Station , 
Erode District 


Rs. 2000/ 

(Rupees Two 
thousand only ) 
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93 


Rs. 2000 / 

(Rupees Two 
thousand only ) 


Thiru . A . Karthikeyan , 
Grade 1 Police 
Constable 1471, 
Police Computer Wing , 
State Crime Record Bureau , 
Chennai. 


94 


82 


Rs . 2000/ 

(Rupees Two 
thousand 

only ) 
Rs. 2000 / 

(Rupees Two 
thousand 

only ) 
Rs. 2000 / 

(Rupees Two 
thousand 

only ) 
Rs. 2000 / 

(Rupees Two 
thousand 

only ) 
Rs. 2000 / 

(Rupees Two 
thousand 
only) 


Thiru . M . Manoharan , 

Rs. 2000/ 
Grade | Police 

(Rupees Two 
Constable 2100, 

thousand only ) 
Thanjavur West Police Station , 
Thanjavur District. 


95 


Thiru . K . Palaniyappan , 
Grade | Police 
Constable 773, 
V & AC , Sivagangai. 


Thiru . G . Gunasekaran , 
Head Constable 929, 
Thanjavur West Police Station , 
Thanjavur District. 
Thiru . R . Ashokan , 
Head Constable 12900 , 
Tamil Nadu Commando Force , 
Chennai. 
Thiru . V . Ramamoorthy, 
Havildar 2491, 
Tamil Nadu Special 
Police | Battalion , Trichy . 
Thiru . N . Arul Ashok Kumar, 
Havildar 2424 , 
Tamil Nadu Special 
Police Battalion , Trichy. 
Thiru . K . Murugasundaram , 
Havildar 2460 , 
Tamil Nadu Special 
Police XI Battalion , 
Rajapalayam . 
Thirumathi M . Thenmozhi, 
Havildar 2611, 
Tamil Nadu Special 
Police | Battalion , Trichy. 
Thiru . K . Kumar, 
Havildar 2447, 
Tamil Nadu Special 
Police | Battalion , Trichy . 
Thiru . T. Thiyagarajan , 
Head Constable 3133 , 
V & AC , Krishnagiri. 


Rs. 2000 / 

(Rupees Two 
thousand only) 


96 


Thiru . N . Saravanan , 
Grade | Police 
Constable 2418 , 
V & AC , Virudhunagar . 


Rs. 2000 / 

(Rupees Two 
thousand only ) 


85 


97 


Thiru . R . Pandiyan , 
Grade | Police 
Constable 803 , 
V & AC , Nagapattinam . 


Rs. 2000 / 

(Rupees Two 
thousand only) 


86 


Thiru . A . Gopalakrishnan , 
Grade | Police 
Constable 23658 , V & AC , 
Special Investigation Cell, 
Chennai. 


Rs. 2000 / 

(Rupees Two 
thousand only ) 


87 


Rs. 2000 / 

(Rupees Two 
thousand only ) 


88 


Thiru . S . Venkatesan , 
Grade | Police 
Constable 19681, V & AC , 
Special Investigation Cell, 
Chennai. 


Thiru . K . C . Shankaran , 
Head Constable 135 , 
V & AC , Krishnagiri. 


Rs. 2000 / 

(Rupees Two 
thousand 

only ) 
Rs. 2000 / 

(Rupees Two 
thousand 

only ) 
Rs. 2000 / 

(Rupees Two 
thousand 

only ) 
Rs. 2000 / 

(Rupees Two 
thousand 

only ) 
Rs. 2000 / 

(Rupees Two 
thousand 

only ) 
Rs. 2000 / 

(Rupees Two 
thousand 

only ) 
Rs. 2000 / 

(Rupees Two 
thousand 

only ) 
Rs. 2000/ 

(Rupees Two 
thousand 
only ) 


100 


89 


Thiru A . Selvaraj, 
Head Constable 899 , 
V & AC , Thanjavur. 


Thiru . S . Kumaradevan , 
Grade | Police 
Constable 19684 , V & AC , 
Special Investigation Cell , 
Chennai. 


Rs. 2000 / 

(Rupees Two 
thousand only ). 


90 


Thiru . R . Selvakumar, 
Head Constable , 351, 
V & AC , Sivagangai. 


Award of the Tamil Nadu Chief Minister s Prison Service 

Medal (Anna Medal) for Outstanding Devotion to Duty 
on 15th September 2010 . 


91 


Thiru S . Kalidoss , 
Head Constable , 1398 , 
V & AC , Pudukkottai . 


92 


Thiru . A . Gunasekaran , 
Head Constable 23172, 
Special Investigation Cell , 
V & AC , Chennai. 


[G . O . Ms. No. 814 , Home ( S . C .), 15th September 2010 .) 

No. ||( 2 )/HO /598 / 2010 . — The following members of the 
Tamil Nadu Jail Subordinate Service have been awarded the 
Tamil Nadu Chief Minister s Prison Service Medal for 
Outstanding Devotion to Duty on the occasion of Dr. Anna s 
Birthday on 15th September 2010 by the Governor of 
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Sl.No. 
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(1) 


(2) 
Thiruvalargal: 


Tamil Nadu and the recipients are eligible to draw the lumpsum 
grants at the rates noted against each : 
Sl.No. Name of the Officer. 

Lumpsum 

Grant. 
(1) 

( 3) 
Thiru . N . Govindasamy, Rs. 3 ,000 / 
Assistant Jailor, Sub- Jail , (Rupees Three 
Thiruvallur. 

thousand only ) 


( 2 ) 


M . Shahul Hameed , 
Deputy Director, 
Southern Region , Madurai. 


No Lumpsum 

Grant 


A . Subramani, 
Assistant Divisional Officer, 
Vellore . 


Thiru . K . Ganesan , 
Assistant Jailor, 
Central Prison , Salem . 


Rs. 3 ,000 / 

(Rupees Three 
thousand only) 


3 


T . Rajasekaran , 
Assistant Divisional Officer, 
Pudukkottai. 


w 


Thiru . Y . Daniel, 
Assistant Jailor, 
Central Prison , Vellore . 


Rs. 3 ,000 / 

(Rupees Three 
thousand only ) 
Rs. 2,000 / 

(Rupees Two 
thousand only) 


Rs. 3 ,000 / 

(Rupees Three 

thousand only ) 
Rs. 3 ,000 / 

(Rupees Three 

thousand only ) 
Rs. 3 , 000 / 

(Rupees Three 

thousand only ) 
Rs. 2 ,000 / 

(Rupees Two 
thousand only ) 


M . Chandrababu , 
Station Officer, 
Gummidipoondi. 


Thiru . R . Muruga Boopathy, 
Chief Head Warder, 
Sub - Jail, Thiruvadanai. 


5 


E . Elayakumaresan , 
Leading Fireman 4756 , 
Fire Control Room , 
Northern Region . 


Thiru . T. Veeman , 
Chief Head Warder, 
Sub - Jail, Sankarankoil. 


Rs. 2 ,000 / 

(Rupees Two 
thousand only ) 


A . Lazar, 
Leading Fireman , 4982, 
Chennai City , North Division . 


Thiru . K . Kalidass , 
Chief Head Warder, 
District Jail, Virudhunagar. 


Rs. 2 ,000/ 

(Rupees Two 
thousand only ) 


S . Annamalai, 
Driver Mechanic , 4898 , 
Thiruchirappalli Division . 


7 


Tmt. R . Vijaya , 
Female Chief Warder, 
Female Annex , Coimbatore . 


Rs. 2,000/ 

(Rupees Two 
thousand only ) 


Rs. 2 ,000 / 

(Rupees Two 

thousand only ) 
Rs. 2 ,000 / 

(Rupees Two 

thousand only ) 
Rs. 2 ,000 / 

(Rupees Two 

thousand only ) 
Rs. 2 ,000 / 

(Rupees Two 
thousand only) 


8 


D . Vijayakumar, 
Fireman Driver , 109 , 
Madurai Division . 


Tmt. T . Dhanalakshmi, 
Female Chief Warder , 
Special Prison for Women , 
Vellore . 


Rs. 2 ,000 / 

(Rupees Two 
thousand only ) 


T. Rathinasigamani, 
Fireman , 5657 
(Upgraded Leading Fireman ), 
Kanniyakumari District. 


9 


10 


Thiru . V . Rajamani, 
Grade | Warder, 
Central Prison , Salem . 


Rs. 2 ,000 / 

(Rupees Two 
thousand only ) 


P . Anbazhagan , 
Fireman 119 , 
Cuddalore Division . 


Rs. 2,000 / 

(Rupees Two 
thousand only). 


10 


Tmt. P . Ushadevi, 
Female Grade | Warder , 
Special 
Prison for Women , 
Vellore . 


Rs. 2 ,000 / 

(Rupees Two 
thousand only ). 


For Gallantry : 
S . Subramani, 
Station Officer, Gudalur . 


2 


M . Raghavan , 
Leading Fireman 4853, 
Gudalur . 


Rs. 300 /- per 
month . 
(Rupees Three 

hundred only ) 
Rs. 300 / - per 
month . 
(Rupees Three 

hundred only ) 
Rs. 300 /- per 

month . 
(Rupees Three 

hundred only) 
Rs. 300 /- per 
month . 
(Rupees Three 
hundred only) 


Award of the Tamil Nadu Chief Minister s Fire Service 

Medal (Anna Medal) for Outstanding Devotion to Duty 

and for Gallantry on 15th September 2010 . 
[G .O . Ms. No. 815 , Home (S .C .), 15th September 2010.) 

No. 1|( 2 )/HO /599 /2010 . — The following members of the 
Tamil Nadu Fire and Rescue Services have been awarded 
the Tamil Nadu Chief Minister s Fire Service Medal (Anna 
Medal) for Outstanding Devotion to Duty and for Gallantry 
on 15th September 2010 by the Governor of Tamil Nadu 
and the recipients are eligible to draw the lumpsum grant 
and monthly allowance at the rates noted against each : 


3 


V . Ganesan , 
Leading Fireman 4867, 
Gudalur. 


4 


P . Veluchamy, 
Fireman Driver 2399 , 
Gudalur. 
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5 


Thiruvalargal: 
P . E . Thomas, 
Fireman Driver 6639, 
Gudalur . 


5 


Rs. 300 /- per 
month . 
(Rupees Three 
hundred only ) 


Thiru R . Ravishankar , 
Company Commander, 
Dharmapuri District. 


Rs. 3 ,000 / 

(Rupees Three 
thousand only). 


K . GNANADESIKAN , 
Principal Secretary to Government. 


M . Karamathulla , 
Fireman 4869, 
Gudalur . 


Rs. 300 /- per 
month . 
(Rupees Three 
hundred only ) 


HOUSING AND URBAN DEVELOPMENT DEPARTMENT 


7 


R . Mohan , 
Fireman 489, 
Gudalur. 


Rs. 300 /- per 
month . 
(Rupees Three 
hundred only) 


8 


P . Krishnan , 
Fireman 2064, 
Gudalur. 


Rs. 300 /- per 
month . 
(Rupees Three 

hundred only) 
Rs. 300/- per 
month . 
(Rupees Three 
hundred only). 


O 


V . Sankar, 
Fireman 6756 , 
Gudalur. 


Draft Notification regarding declaration of institution to 

specify the area comprising Annur Village and 
Town Panchayat to be a Local Planning Area under 
Tamil Nadu Town and Country Planning Act. 
[G . O . Ms. No. 191, Housing and Urban Development 

(UD 4 - 2), 7th September 2010 .) 
No. 11(2 )/HOU /601/ 2010 . — The following draft of a 
Notification , which it is proposed to make in exercise of the 
powers conferred by clause (b ) of sub -section (1) of Section 10 
of the Tamil Nadu Town and Country Planning Act, 1971 
(Tamil Nadu Act 35 of 1972 ), is hereby published for the 
general information of the public as required under Section (3 ) 
of Section 10 of the said Act. 

2 . Notice is hereby given that the draft notification will 
be taken into consideration under sub -section (4 ) of Section 10 
of the said Act on or after the expiry of two months from 
the date of publication of this Notification in the Tamil Nadu 
Government Gazette and that any objections or suggestions, 
which may be received from any inhabitant or any local 
authority or institution in the said local area with respect 
thereto before the expiry of the aforesaid period will be duly 
considered by the Government of Tamil Nadu . Objections or 
Suggestions howeringent any, sinound erfor 
suggestions in writing , if any, should be addressed to the 
Secretary to Government, Housing and Urban Development 
Department, Fort St. George, Chennai-600 009. 

DRAFT NOTIFICATION 


Award of the Tamil Nadu Chief Minister s Home Guards 

Medal ( Anna Medal) for Outstanding Devotion to Duty 
on 15th September, 2010 . 


[G .O . Ms. No. 816 , Home ( S. C .), 15th September 2010 .) 


Tamil Nadu Honster s Home Guards Dr. Anna s ! 


No . 11 ( 2 )/HO /600 / 2010 . — The following members of the 
Tamil Nadu Home Guards have been awarded the Tamil 
Nadu Chief Minister s Home Guards Medal for Outstanding 
Devotion to Duty on the occasion of Dr. Anna s Birthday on 
15th September 2010 by the Governor of Tamil Nadu and 
the recipients are eligible to draw the lumpsum grant at the 
rates noted against each : 


Sl.No. 


Name of the Officer 


Lumpsum 
Grant. 

( 3 ) 


(1) 


( 2 ) 


In exercise of the powers conferred by clause (b ) of 
sub -section (1 ) of Section 10 of the Tamil Nadu Town and 
Country Planning Act, 1971 ( Tamil Nadu Act 35 of 1972), 
the Governor of Tamil Nadu hereby declares his intention 
to specify the area comprising Annur Village and Town 
Panchayat to be a local planning area. 


No lumpsum 

grant. 


Thiru A . Sivakumar, 
Assistant Commandant 
General in Chief, 
Tamil Nadu Home Guards . 


ASHOK DONGRE , 
Secretary to Government. 


Thiru A . Basheer Ahamed , 
Area Commander, 
Nagapattinam District. 


Rs. 3 ,000 / 

(Rupees Three 
thousand only ) 


Thiru V . S . Ravivarma, 
Company Commander , 
Salem District. 


Rs. 3 ,000 / 

(Rupees Three 
thousand only ) 


LABOUR AND EMPLOYMENT DEPARTMENT. 
Appointment of certain person to be Inspectors specifying 

the Jurisdiction under the Tamil Nadu Catering 
Establishments Act, 1958 . 
[G . O . Ms. No. 162, Labour and Employment (H1), 

24th August 2010.] 
No. II (2 )/LE /602 /2010 . - In exercise of the powers conferred 
by sub - section ( 1) of Section 20 of the Tamil Nadu Catering 


4 


Thiru V . Savaridass , 
Company Commander, 
Dindigul District. 


Rs. 3 , 000 / 

(Rupees Three 
thousand only ) 
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Persons 


Local Limits . 


Serial 
No . 


( 1) 


Establishments Act, 1958 ( Tamil Nadu Act XIII of 1958 ) and 
in supersession of the Labour and Employment Department 
Notification No. ||( 2 )/LE / 175 / 2005 published at page 123 of 
Part 11Section 2 of the Tamil Nadu Government Gazette , 
dated 16th March 2005 , the Governor of Tamil Nadu hereby 
appoints the persons specified in column (2 ) of the Table 
below , to be Inspectors for the purposes of the said Act within 
the local limits specified in the corresponding entries in 
column (3 ) thereof: 


(2 ) 
Inspectress of Labour, 
Tirunelveli 


( 3) 
Tirunelveli , 

Tuticorin , 
Kanniyakumari 
and 
Virudhungar 
Districts . 


THE TABLE 


Inspectress of Labour, 
Coimbatore 


Coimbatore and 

The Nilgiris 
Districts . 


Serial 


Persons 


Local Limits. 


No. 


I 


( 2 ) 


(3 ) 


- 


Commissioner of Labour 


12 
13 
14 


Inspectors of Labour 
Deputy Inspectors of Labour 
Assistant Inspectors of Labour 


N 


Joint Commissioner of Labour 
(Conciliation ) 


Local limits 

assigned to 
them under 
sub - section ( 3 ) 
of Section 5 of 
the Standards 
of Weights and 
Measures 
(Enforcement) 
Act, 1985 
(Central Act 54 
of 1985 ). 


w 


Joint Commissioner of Labour 
( Administration ) 


Deputy Commissioners 
of Labour (Inpsectors ), Chennai. 


Whole of the 
State of 
Tamil Nadu . 


Special Deputy Commissioner 
of Labour, Chennai 


15 


Development Commissioners , 
Special Economic Zones in 
Tamil Nadu. 


Deputy Commissioners 
of Labour (Minimum Wages ), 
Chennai. 


Special Economic 
Zones 
concerned . 


7 


Zonal Joint Commissioners 
of Labour 


T. PRABHAKARA RAO , 
Principal Secretary to Government. 


RURAL DEVELOPMENT AND PANCHAYAT RAJ 

DEPARTMENT. 


Jurisdiction 

assigned to 
them under 
clasue ( c ) of 
Section 2 of 
the Industrial 
Employment 
( Standing 
Orders ) Act, 
1946 (Central 
Act XX of 
1946 ). 


8 


Regional Deputy Commissioners Jurisdiction 
of Labour 

assigned to 
them under 
sub - section ( 1) 
of Section 27 
of the 
Payment of 
Bonus Act, 
1965 (Central 
Act 21 of 
1965 .) 


Notifications under Tamil Nadu Panchayats Act 

Disqualification of Thiru K . Paneerselvam , 1st Ward 
Member (General), Elandhakudam Village Panchyat, 
Thirumanur Panchayat Union , Ariyalur District 

under the Act. 
[G . O . ( 10 ) No. 450, Rural Development and Panchayat 

Raj (P .R . IV ), 8th September 2010 .) 
No. 11(2 )/RDPR /603 /2010 . — Whereas , the opinion of the 
Tamil Nadu State Election Commission has been sought for , 
regarding the disqualification of Thiru K . Paneerselvam , 
1st Ward Member (General), Elandhakudam Village 
Panchayat, Thirumanur Panchayat Union , Ariyalur District, as 
required under sub - section (2 ) of Section 41 of the Tamil 
Nadu Panchayats Act, 1994 ( Tamil Nadu Act 21 of 1994 ) 
as he has absented himself from the three consecutive 
meetings of the said Village Panchayat. 

And whereas , the Tamil Nadu State Election Commission , 
after conducting the enquiry, has stated that a 
Notice Na .Ka.No . 1920 / 2010 / 0 . 2 , dated 22nd June 2010 sent 
to Thiru K . Paneerselvam , 1st Ward Member (General), 
Elandhakudam Village Panchayat, Thirumanur Panchayat 
Union , Ariyalur District by the Commission and 
acknowledgement was not received by the Commission . 


Inspectress of Labour, 
Chennai 


Chennai, 

Vellore , 
Thiruvannamalai, 
Kancheepuram 
and Tiruvallur 
Districts . 
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under sub - section (2 ) of Section 41 of the Tamil Nadu 
Panchayats Act, 1994 (Tamil Nadu Act 21 of 1994 ) as he 
has absented himself from the three consecutive meetings 
of the said Village Panchayat. 


He did not turn up for the enquiry . Besides , his wife 
Tmt. P . Sumathi has confirmed her written statement dated 
9th March 2009 sent to the President of the said Village 
Panchayat that her husband had gone to a foreign country . 
The Village Administrative Officer has also certified that Thiru 
K . Paneerselvam , 1st Ward Member (General) Elandhakudam 
Village Panchayat, had gone to a foreign country for 
employment from 2008 and he did not return back till now . 
On verification of the attendance register and records of the 
said Elandhakudam Village Panchayat, it has been confirmed 
that Thiru K . Paneerselvam , 1st ward member (General) of 
the said Village Panchayat has not attended more than three 
consecutive meetings of the said Village Panchayat after the 
meeting held on 17th December 2008 and thereby opined 
that the said Thiru K . Paneerselvam , 1st Ward Member 
(General), Elandhakudam Village Panchayat, Thirumanur 
Panchayat Union , Ariyalur District is disqualified to continue 
as Ward Member of the said Elandhakudam Village Panchayat 
under clause (i) of sub -section (3 ) of Section 38 of the 
said Act; 


And, whereas , the Tamil Nadu State Election Commission , 
after conducting enquiry , has stated that a Notice 
Na.Ka .No. 1920 / 2010 - 118 .2 , dated 22nd June 2010 was sent 
to Thiru G . Sabapathi, 3rd Ward Member (General) 
Kamarasavalli Village Panchayat, Thirumanur Panchayat 
Union , Ariyalur District by the Commission and 
acknowledgement was received by the Commission . He did 
not turn up for the enquiry. The Village Administrave Officer 
has certified that, Thiru . G . Sabapathi, 3rd Ward Member 
(General) Kamarasavalli Village Panchayat, had gone to 
Dubai from December 2008 to May 2009 . On verification of 
attendance register and records of Kamarasavalli Village 
Panchayat, it has been confirmed that Thiru . G . Sabapathi, 
3rd Ward Member (General) of the said Village Panchayat 
has not attended more than three consecutive meetings of 
the said Village Panchayat after the meeting held on 
16th December 2008 and thereby opined that the said Thiru 
G .Sabapathi, 3rd Ward Member (General), Kamarasavalli 
Village Panchayat, Thirumanur Panchayat Union , Ariyalur 
District is disqualified to continue as ward member of the 
said Kamarasavalli Village Panchayat under clause (i) of 
sub -section (3 ) of Section 38 of the said Act ; 


Now , therefore , under sub - section ( 1) of Section 41 of 
the Tamil Nadu Panchayats Act , 1994 (Tamil Nadu Act 21 
of 1994 ), the Government of Tamil Nadu hereby decides that 
Thiru K . Paneerselvam , 1st Ward Member (General), 
Elandhakudam Village Panchayat, Thirumanur Panchayat 
Union , Ariyalur District, has become disqualified from holding 
the office of 1st ward member of the said Elandhakudam 
Village Panchayat under clause (i) of sub - section ( 3 ) of 
Section 38 of the said Act as he has absented himself from 
three consecutive meetings of the said Village Panchayat 
after the meeting held on 17th December 2008 . 


Disqualification of Thiru G . Sabapathi, 3rd Ward Member 

(General), Kamarasavalli Village Panchayat, Thirumanur 
Panchayat Union , Ariyalur Disctrict under the Act. 


Now , therefore , under sub - section ( 1) of Section 41 of 
the Tamil Nadu Panchayats Act, 1994 ( Tamil Nadu Act 21 
of 1994 ), the Governor of Tamil Nadu hereby decides that 
Thiru G . Sabapathi, 3rd Ward Member (General) , 
Kamarasavalli Village Panchayat, Thirumanur Panchayat 
Union , Ariyalur District , has become disqualified from holding 
the office of 3rd ward member of the said Kamarasavalli 
Panchayat under clause (i) of sub -section (3 ) of Section 38 
of the said Act as he has absented himself from three 
consecutive meetings of the said Village Panchayat after the 
meeting held on 16th December 2008. 


[G . O . ( 1D ) No.451, Rural Development and Panchayat Raj 

(P .R . IV ), 8th Septemebr 2010.] 


No . ||(2 )/RDPR /604 /2010 . — Whereas , the opinion of the 
Tamil Nadu State Election Commission has been sought for , 
regarding the disqualification of Thiru G .Sabapathi, 3rd Ward 
Member (General), Kamarasavalli Village Panchayat, 
Thirumanur Panchayat Union , Ariyalur District, as required 


K . ALLAUDIN , 
Principal Secretary to Government. 
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